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FOiREWORD 

IN THE summer of 1920 Amherst College granted me a 
leave of absence until January, 192 1, to go to Germany 
and attempt to analyse the state of mind in which tl:^ 
Germans were facing the conditioDS and problems lesultiDg 
from defeat and the revolution. 

As chance would have it, the summer and fall of 1920 were 
unusually opportime for such a study. The logic of events 
culmmating in the conference at Spa had finally made the 
Germans begin to realize the extent of their defeat and of their 
obligations. An ever grrater number were beginning to see 
the futility of wilful blindness or resentment, and coming 
to the conclusion that it was better to face conditions and 
seek a way of meeting them. Also the mere economic situa- 
tion did not seem as hopeless to the Germans as it does today. 
Work was beginning to be generally resumed. The mark had 
depreciated until its value was about two cents, but compen- 
sation for most grades of work and returns on most varieties 
of investments had risen in proportion to the mark's fall. The 
purchasing value of the mark within Germany was then <nily a 
shade above its actual value on the world market. The entire 
social fabric seemed to be organizing itself upon a basis ap- 
proximating the actual economic condition of the countiy. 

Everything bdow the surface, to be sure, politics and the 
whole spiritual life of the country, was as chaotic as it is 
today. But the momentary physicol and economic relief gave 
some real impetus toward an attempt at broad recoostructioii, 
and made it possible for an observer to get an idea of die 
duectibn ibe reconstruction win ultunatdy take, the principles 
that have a chance to survive throu^ the process, and the 
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Spiritual resources wbicb, released 1^ the revolutjoni win ghre 
those principles tlie neoessaiy force. 

My chief ccmcem was the stndy of these spiritual forces. 
These may indeed manifest thensdves in any of the larger 
fidds of activity: in economics and poltticsy religion^ edocation, 
or in art I am not a student of economics or of politics. My 
investigations in Uiis fidd were mereliy to test the state of 
mind with wludi the people were meeting fhe political situa- 
tion^ and the spiritoai attitude they assumed to the supreme 
economic problem of their dai^ hread. I found a situation 
so confused and so threatened distress and passicm, that 
positive spiritual forces were exertmg no hafluence over it 
as yet I have not dared to venture upon a descrqition of the 
religioiis life of new Germany. There were evidences of 
changes that may in tune have huge importance, but they do 
not lend themselves to either fair or adequate treatment The 
institutional church of Germany had allowed itself to become 
so entirely a part of the state that, when the hitter fell, a full 
share of the discredit rested upon flie churdu The Uws of 
the new government, intended to guarantee a greater freedom 
to rdigious expression, could do little to produce a new spirit 
Whatever attempts at organized eipresmi of a rmewed re^ 
ligious spirit I coidd find were quite apart from the church and 
so vague that any description would lead to false impressions. 
In liberal education a new sphit is calmly exerting itself and is 
squarely and bcavdy meeting the new conditions. My main 
interest however, is centered upon the mind and spirit of men 
and peoples as expressed in literature, and upon the spiritual 
forces that men and peoples evidence in their attitude to the 
great expressions of literature. 

In teaching German literature flie question of tiie rdation of 
the drama to the ruling prindples and forces of life is con- 
stantly brought into the foreground. The drama is considered 
by most German authors and critics to be the highest form of 
literary e3q3ression. Even the ordinary theater-goer has a pe- 
culiar reverence for what the German calls a drama as distin- 
guished from a play, and he cou^ider^ sacrilegious any attempt 
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to malDe the dnaia a mm f onn of eDterfainiM 
profit The object of the diamatistb to create in bis diaractm 
Uviqg men, ipho embody, or come into oonflictindiy the fiundap 
menial forces of life. Hie German diamatist moBl have not 
only the abOity to see and eipiesB such forces, but also a snffi- 
dently stnmg faith in the possession of them by man to make 
the drama convincing. Where sodi faith is ladcing, tha 
dramatist is expected to show at least a Strang longing for it 
The Gennan audience, by national habit, is constantly tooUng 
for evidence of dils fdth in the great cfaaiacten before it, in 
order that each hearer may acquire an insiglit into the fondar 
mentals of his own life. 

The question often arose in nqr daases, ifbether this was 
really a guiding principle of the German drama. Iheieforei 
v^ien the opportunity came to test this thesis, by observing - 
dramatist and stage auod aodicnce in a serious crisis^ I nas glad 
toseizeuponit My leave of absence gave me tiieafiporlunity 
wUch laidy comes to a student of literature: to lest hi the 
reality of actual events the statements concerning the German 
drama vdiich I had tau^t in my classes. If, in the emergency, 
dramatists could be found attempting to express faith, or at 
least a strong longing for faith, in a new German character, if 
audiences could be found eagerly searching the dramas for a 
faith to serve as a basis for individual and national recon- 
struction, then an important question in the study of the 
German drama would be answered, and it would be possible 
to determine the state of mind which has the greatest chance 
of outlasting the present criiiis and ultimately controlling 
reconstruction. 

I devoted the largest part of my investigation to the situation 
in Berlin and Munich, because these cities are the most active 
and dominating centers of Germany, and because they are most 
oi)[X)se<i to one another in purpose and method. I went to 
Weimar to observe the interesting attempt to reestablmh its 
traditional spiritual leadership. Such other German cities as I 
visited, among them Hamburg, Hannover and Leipzig, were in 
the main following the lead of Berlin and Weimar. Ibey 
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were important s&np^ in tlieir qpedal Inteipretaticm of the 
forces fm««afifig from tliese centers. In Salsburg, I witnessed 
a strong concerted effort by the leaders of Austria to devise a 
ptogram of spiritual leconstractioo by enlisting the power ol 
art in saving what remains of the country. 

Use first result that I must record is purely negltthTe: not 
one of the poets, old or new, has enougli MUi (ht enough 
insiglit ui redeeming forces to be able to express sudi faith 
cleariy, or to present it to the people with strong conviction. 
It is encouraging, however, to note that the foremost poets of 
tile nation are not ghnng themsdves over to despondency, but 
are trying to rise above the confusion and to cahn the disturbed 
qpirits of the people^ hoping that serenily will give them li^t 
and insiglit A similar longing to prepare the way for faith 
in a new spirit governs the ventures of Wehnar and Salzburg, 
The most important discovery, however, is that there has arisen 
throughout Germany a new audience idtidi has developed a 
strong consdousnesB of the relation of the drama to personal 
and national character. In it are the people who are facing 
the vast responsilrilities aiidng out of the revolution and are 
seeking for standards with whidi to judge them. They are 
convinced, moreover, that they cannot find audi standards 
unless they know themsdves and the fundamental national 
forces of iriiich lliey are a part, they bdieve that they can 
gain this knowledge by studying the characters of the great 
dramas of their past and by encouraging the better drama- 
tists of tiieir own time to help them seardi. For this purpose 
fhey have organised powerful drama leagues. 

It proved impossible to treat dib audience merefy in its 
idation to the drama and the theatre. The same people con- 
stitute that calm progressive dement among the Democrats 
and Majority Socialists whidi is comparatively free from the 
general political confusion. The organiiatknis for popular 
libera] educatbn are composed almost entirely of these same 
people, and are able to maintain thdr strongly liberal, non^ 
vocational diaracter because of the hig|i standards these men 
attain through dieir relation to art 
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Because this new audience is still in the making, and its 
position within German life is far from being fully established 
or xeoogniied, the description of its activity is constantly inter- 
rupted by personal interpretations. The results derive a con- 
siderable degree of certainty, however, from the fact that the 
activity of this gioapi especially in its relation to the drama, 
is not altogether new. The revolution has given it the first 
real opportunity and has enormously increased its size; but 
the history of its growth goes far enough back into German 
life to establish its permanency wiUi some degree of assurance. 

That which most impresses the observer with the power of 
this group, and gives him reason to believe that its standards 
will be those that ultimately will prevail in the process of re- 
construction, is the extreme patience it shows in the search 
for standards and its serenity in the presence of the country's 
chaos. 

Otto Manthey-Zobn 

AmH£K8T Colligb 
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I 

THE STRUGGLE WITH CONFUSION 

I 

DO THEY lepeot?" No other questton was so in- 
cessantly put to me upon my return from five months 
travel throng defeated Germany. In most Instances 
it was the aptrnkia of a sincere desire to win t»ck the faith 
in humankind that die sii^t of Gennany in war had ruddy 
shaken. To people of this frame of mind die visible repent- 
ance of die German people is as necessary a condition to an 
honest renewal of relations as the penitence of a serious trans- 
gressor in their own nudst The more definite their code of 
morals^ the more insistent are they on the oonf essbns of die 
sinner and the more prepared to receive him back widun the 
foM, if he repent Others who asked the same question nerv* 
ously hoped for a negative answer. Thqr had enjoyed to the 
full the hatreds of the war and the sense of superiority it gave 
them, or even the opportunities for material and sphitual profit- 
eering, and now feared that they mig^t bse then: advantage. 
But diere is no definite answer to this prevailing question. 

the German nation is not down upon its knees before the 
other nations of the world. The sight of its defeat b horrible 
enouj^. The pillorying of defeated shmers is a spectacle that 
human justice craves and victors always demand. But to see 
a lAncito nation prostrate befm its fellow natioDS to confess its 
sins, is a horror that becomes ahnost unendursblei even as you 
only visualize it in presence of the spiritual disintegrations of 
" unrepentant ^ defeat You feel that the kneeling, if it were 





ism 







it wdl be a symptom of a disease so serious as to 
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sean incurable. The legend of the Prodigal Son is incom- 
plete without the character of the father. 

The German nation is lepentant, however, in that it has 
tamed against those men and thoughts that ruled it in the 
^Bsastrous days before the ivar. This repentance is the more 
sincere in that the German people have turned against former 
thoughts more thsm against the men whom thehr peculiar 
system had made their rulers and, as such, executors of these 
tfaouglits. The princes are in exile and are easily forgotten 
the great majority. Their replacement is a matter of 
political readjustment which can be organised witb time and 
studious application and popular good will. Hie revolt agamst 
former habits of thought b a more serious affolr. Tliose men 
w3io think at all now find that Ihey can no longer trust the 
standards 1^ which their dunij^ts were once durected. Tliey 
find that Uie standards by which they judged their most tnti' 
mate actions, their relatiotts to their fellowmen, &eir attitude 
to tibe state and even to the church, were not genuinely theirs 
in the sense of being Instmctive, but were artificially imposed 
upon them by a strange, ml^ty, selfish force that suddenly 
eqdoded In its last burst of overbearaoce. Now they must 
seek new standards by searching for those spiritual powers 
that are genuhiely their own. 

n 

What wi& defeat and economic and political hardships, 
liowever, the times are not conducive to this most difficult 
and delicate spiritual task. Defeat lias thrown most Germans 
into a oonftuion which, however eiplicaUe, arouses the disgust 
one feds on seeing men becomiug bysterical in face of sudden 
disaster. They have lost f aitb in themselves and in the esist- 
eoce of fair play anyv^ere. Tliey hate the dd r£gime that 
brought them into competition and war, just as thQr hate the 
thing tint brought on tbdr revolution and, as they see it, dis- 
order and uncertamty. They impatientiy distrust the men 
who offer a remedy for their miseiy. They close their eyes 
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and dencb their teeth and tiy to live as best they can from 
day to day. If they have money, piles of it, they spend it madly 
and try only to avoid the actual dutches of the law. This 
msmey, ibey »y, is no good anyway; it is only bulky paper 
that nill at best buy nothing but narcotics. So why not live 
and get drunk on drink and food and jewds and exdtement? 
If they have no money, they dose their eyes and tighten their 
bdts and dream. They dream thdr pet political and social 
theories and philofiophies; but always with their eyes tiglitly 
dosed to conditicms as they really are. Any excess is good, 
if only the dream be colorful enous^ and take them far 
enoq^ away from actual conditions. Those wlio are not rich 
enougb to Ihre to excess, or r^ned edous^ to dream to ezoessi 
ediaust tbemsdves in despair and hatred and gjloomiest apathy. 
And then a large part merely starves. 

The disintegrating force of this confusion Is dearly fllu^ 
trated.by the mere struggle for daily food. Fartly out of a 
desire to supply all the people with at least a scant miniminn, 
hut partly aJso as a most powerful had for popularity, the 
government has framed Uws for the distribution of food. It Is 
able to enforce them to only a very small extent, however. Hie 
situation of the country probably demands that these laws 
be as stringent as they are, but faithful observance of them 
would put everybody upon starvation rations. Consequently 
no <Hie with mon^ enou^ to pay the price demanded liy the 
iX&cat trade will hesitate to break tite law. If his oonsdence 
troubles him, he quiets it by sa3ring to himsdf that, after all, 
the government is merely a makeshift as yet and not one in 
whidi he can place his faith, and that its laws are therefore 
not sacred. Food-profiteering is consequently one of the most 
flourishing occupations. In the summer of 1920 complaints 
against the profiteering by the hotels of Berlin became so 
persistent that the goveriiinent was oblic^ed to take action. 
The proprietors threatened to close down if the demands were 
insisted upon, and the government had to yield. This same 
situation has made the farmer secretive and extorting. He 
gives deceitful answers to the government oMcials who come to 
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take an inventoty of his crops, and instead of brinf^int:; his 
food to market he sits at home to pass upon the bids and 
entreaties of the wealthy who come to him. He represents 
the latest and largest class of war profiteers. Whoever can 
afford it, is his willing victim. Even in the smaller cities, 
where almost every family has a back-yard garden, the wor- 
ship of the new beast-god, the " hamster " or German chip- 
munk, is more universal than ever was the popularity of the 
" blond beast " in Germany's wildest hour. Several times 
a week each family sends a delegate out to the farm to play 
the "hamster," to gather in by begging and buying at any 
price what eggs or butter or other produce can be obtained. 
" To go hamstering " is the most popular of the new ejqwessions 
that the times have added to the German language. The 
poor in every class of society, whose scant rations taste all 
the more bitter because they cannot take part in this new 
illicit national sport, waste themselves In futile anger and 
vainly threaten to emulate the Russian exan^le and organize 
raids on the fanners. It is not in the German character to 
indulge in such an extreme disregard for authority; hut at 
present the reflect for law is dormant. 

As in the search for food, so in most eoooomic questions 
du*e need and greed confuse the problem and upset the minds 
of the peoide. It seems improbable that these situations will 
be squarely met or adequate solutions will be found, until the 
people examine themselves and, on the basis of such an exami- 
nation, dear the confusion of their minds and find a new faith 
to rise agam above the stage of mere animal existence. 

m 

The efforts lowaid political readjustment are beset with 
equal distress, and present as little chance for flie thorough 
examination and the calm and patient application necessaiy 
to revise old standards or search for new ones. Not a ahi|^ 
one of the hfoader national movements that scd^ to make 
adjustments to the new conditions presents a deai outline. 
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Hie revolution itself appean to have been an outburst of 
UDControUable natural forces latber than the expression of any 
large popular wilL It seems simply to have been the inevi* 
table resuh of an unsuccessful war waged for lour years on 
the basis of general conscription. Most Germans now admit 
that their army was in a sadly demoralized condition; but 
conditions bdiind the lines during those days seem to have 
been even less stable. Hie spuit of the country had grown in- 
creasingly seditious since tlie impossiUe winter of 1916, when 
the people were forced to live on turnips and on bread half 
filled with sawdust. The i^tly pallor fliat fliat wmter 
placed upon the faces of the children was too strong a com- 
petitor to the frantic eiliortation of the military authorities 
to cany on. At the first undeniable evidence of defeat the 
country broke down from sheer exhaustion, and the revolution 
that followed was due to Ibis raflier than to Ae American 
demands for democratisatioa or to the agitation of the German 
Socialists. 

The Socialists took oontnd, merdy because diey were the 
only organized body that was prepared even theoretically for 
the emergency. Many of them were weU-intentidned, a few 
were able, but the great majority were ineiperienced and in- 
conqi^etent Most of the departments were poorly manned, 
money was scarce, and disorder soon prevailed. The chaos 
was increased by a competition for the bluest places between 
die two principal factions of the Socialists. This comp^tion 
was ended by putting in charge of the hijjiest offices a repre- 
sentative of each of the factions, who quarreled with eadi other 
over every important order. When this situation became im- 
possible, the extreme Left was ousted from the government and 
went into opposition. The Majority Sodalists now had to 
bear the entire odium for the chaos of the country, espedally 
since they held control without legal sanction. They deter- 
mined to secure that sanction from the people by issuing a 
call for the Constituent Assembly. From time to time the 
elections to that assembly were postponed, simply because the 
provbioual goverument had no definite plan for a coublitution. 
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The helpless officials eagerly seized upon some constructive 
suggestions which appeared in a newspaper article by Hugo 
Preuss; and, although Freuss was not a Socialist but a Demo- 
crat, they called ufwn him to frame the constitution. The 
elections to the assembly favored tiie liberal parties. Majority 
Socialist and Democratic. The vuLe at these elections, how- 
ever, is construed in Germany today as expressing not so 
much a democratic conviction as a general desire for law and 
order with which to get under way. 

The sign in of the treaty came in the midst of the Con- 
stituent Assembly. I asked several of the men who had been 
most prominent in urging the signing of that treaty, and each 
one gave the same answer: he was not sure that he had acted 
wisely. You cannot get a more definite answer to any of the 
leading questions in Germany today. The condition of the 
country is still so chaotic that its leaders cannot see clearly or 
have definite convictions. At the time most Germans evi- 
dently thought that the treaty was largely a bluff; but they 
were soon undeceived. With the resulting despair came a 
strong wave of nationalism and a popular swing to the Ri^t 
The people as a whole quickly reasoned that, sinoe the new 
order was bringing conftision and oppra^on, the old order 
must be restored. This mood was encouraged by reactionary 
agitators, who, as soon as they had the slightest success, lost 
thdr heads and organized the stupid and criminal attempt in 
the spring of 1920, headed by Kapp and Ludendorfif, to rein- 
state the old regime. They acted too quickly and with too 
much of the old Prussian spirit Though the Socialist govern- 
ment at first gave way, it soon managed to drive them out again 
by organizing a general strike throughout the empire. But 
tiie strike with its agitation was also too violent a measure to 
combat a movement so tittle real. Within the industrial centers 
of the Ruhr and Saxony it set in motion radical elements 
ivlilch had to be put down by force. Because on the one hand 
the treaty in forbidding a militia required a professional army, 
and on die other hand the government Socialists forbade men 
of their party to take up the profession of soldier, Noske was 
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obliged to move against the Ruhr with a reactionary army, 
hostile to his methods. This army answered red excesses 
with white terror, and so increased the confusion and the un- 
popularity of the government in the country at lars^e. 

Ill the midst of this turmoil the campaipjjinpr for the elec- 
tions to the first German Parliament bct^an. It was merely an 
insane clash of emotions. Chauvinism won and put in control 
Hut^o Stinnes and his clever helpers, who roughly represent the 
biggest industries of Germany. Ihe government bloc that 
assumed control was clearly obedient to the wishes of Stinnes, 
though he himself kept in the background. It was popularly 
called the " legalized Kapp Putsch." The defeated Moderate 
Socialists went over to the opposition. Their control and their 
program of socialization had utterly failed. In combining 
more closely with the extreme Left, moreover, tbey foond them- 
selves deprived of all convincing party propaganda excepting 
the cry of passion. So Germany today is roughly divided 
into two passionate^ opposed camps. On the Left they cry: 
''Down with religion and the church and capitalism is done 
for and Utopia will cornel " and on the Right: " Down with 
the Jews, the enemies of religion and the instigators to bolshe- 
vism, and order will be restored and prosperity rise agndnl" 

Because ol his opposition to the reparation agreement 
Stinnes wiflidrew his party from the government in the spring 
of 1921 and the Majority Socialists half-heartedly relinquished 
their opposition. Thereby the dominant power within the 
government bloc fell to the lot of Germany's great neutral 
party, the Catholic Center, whose party program is best de- 
scribed by the single word, compromise. To meet the new 
situation it characteristically changed front. The right wing 
imder Fehrenbach, which had held to Stinnes, surrendered 
Ihe party leadership to the more radical wing under Wirth 
and Erzberger. Because of the unpopularity of the decision 
of the Entente in regard to the division of Upper Silesia, the 
Wurth Cabinet had to resign in October No other way 
could be found to form a government, however, than to per^ 
suade Wurth agafai to undertake the formatkm of a cabinet 
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He succeeded under mu?t curious circumstances, which show 
that Germany's progre,-: to ward political stability is Degli,2iblc. 
Wirth's own party, the Center, and the Democrats permitted 
members to join only as individuals, without a griarantee of 
party support. The Majority Sociah'sts. on the other hand, 
ralHed more closely to the Chancellor and even persuaded the 
Independent Socialists to abate their opposition. 

So the whole political situation is a brew of seething un- 
certainties. The reason lies partly in the general confusion 
of mind in Germany, heightened by the economic turmoil of 
tlie times. But tlie awkwardness of pofmlar poKtical tboagiit 
combined with an unyielding party dogmatism is even more 
to blame. The Germans are hopeless dogmatists. Each man 
has his pet UttJe faith in his own caiefol formulation. Eveiy 
quesdon you put as to his views on the social or political, eco- 
nomic or cultural conditions of his coimtry is an occasion for 
him to enpouod his own philosophy and then violently to attack 
the Treaty of Versailles; but a 1 ways be will end in an even more 
violent attack upon those of his own countrymen wbo hold 
views different from his own. Germany's greatest disease 
has always been this sort of dogmatism. Out of it grew 
German efficiency and supeispedaUzation, so lacking in 
broader outlook that it could be perverted by clever systems of 
control to any end ^Aiatever. Today it acts as the most dis- 
turbing obstacle to the process that would restore some sort 
of balance to the national mind, suffering under the shock of 
defeat and revolution. An eiamination of the princ^al po- 
litical parties of Germany makes one indined to agree with die 
conviction of the many earnest men wbom I approached, that 
Germany's political reconstruction must wait upon a thorough 
regeneration of tiie people. 

The party of the extreme Ri^t, llie National People's Vwtty 
(afl parties must have a democratic name, of oourae), is in 
the control of the old Junker crowd with its unabashed mon- 
arducal and agrarian political rhetoric. Its members are 
bombastic sentimentalists^ none of whom are aUe to realise 
the extent to whidi conditioos In the country have changed. 
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They are conscious, however, of two political assets which 
they industriously nourish; the traditional affection for a 
divinely appointed ruler, and among the unthinking the un- 
bridled passion of resentment against the victor. On the 
crest of the wave of nationalism which swept the country 
at the elections in 1930 they managed to secure 65 seats. 
Their immediate program is purely negative. They want to 
prove the impotence of the present government, hoping that a 
general confusion will make necessary a reinstatement of their 
former " efficiency." They speak rhetorically of a return of 
the old emperor; but if, as they suspect, the Hohenzollem 
House has permanently lost its cause, they would as readily 
welcome the rule of a Wittelsbach to bring them and their 
system back to power. Since their end is, according to their 
claim, divinely inspired, they resort to any means whatever, 
even to plotting in conjunction with the extreme Communists. 
Individually they are a sad lot. If they have money, they use 
its power to evade the laws and to organize revels, at which 
they try to console themselves for the loss of the extravagant 
court fimctions. If they have no money, they weep and 
grieve and exhaust their starved bodies with feasts of hating. 
Their blindness makes them ridiculously futile. I met one 
of their leaders, after a meeting of the party in Berlin, in 
high spirits because a half dozen women of the people bad 
joined their ranks within a fortnight. He seemed to see the 
entire city pc^mlation thronging back into the fold. 

The German People's Party is practically the creation of 
Hugo Stinnes, the supreme industrial magnate of new Germany. 
Geimany is full of stories of the plots and machinations of 
Hugo Stinnes. It seems that his strangle hold upon a large 
part of German industry was gained by the shrewd exploita- 
tion of the contract he made with the government during the 
war to rob the factories of Belgium and Northern France. He 
managed to arrange these operations so that none of the resti- 
tutions demanded by the treaty result in a personal loss to 
him. He is really the uncrowned ruler of the economic in- 
stitutions which the old system had carefully developed for 
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its own purpose and for the recasting of which the new govern- 
ment has enunciated radical principles, though it has not been 
able to apply any of them to an appreciable extent Stimies, 
I am sure, is a man interested in the powtr of his purse rather 
than in the welfare of his country. His entry into politics, 
at the time of the national elections in 1920, was an attempt 
to find an efficient substitute for the old deposed monarchy 
to act as guardian of his treasury. He bought control wher- 
ever it was on sale. Forty per cent of the German press is 
said to belong to him, and his precautions went even to the 
extent of acquiring an interest in some of the highly professional 
critical journals. 

Before the national elections the German People's Party 
was a rather insignificant remnant of the nationalistic, semi- 
liberal parties of the old regime. By clever organization and 
vigorous propaganda Stinnes secured 61 seats lor it In the 
Reichstag. Its program is squarely conservative along old 
capitalistic lines. Its appeal is in its promise of a quick return 
to prosperity and of protection against attacks upon capital 
the Socialists. It takes no definite stand on the question 
of monarchy, though it offers a safe retreat to all those who 
are sentimentally attached to the old rulers but have not 
the courage to denounce the new constitution openly. Conse- 
quently the German People's Party becomes the refuge of most 
of the small capitalists of the country, of a large part of the 
petty bureaucrats of the old regime, and of most of the 
Ftot^tant teachers and preachers. From among the last 
group the rhetoricians of flie party are recruited, but the 
control and command rests solely with Stinnes and the 
Ueutenants of big industry. 

The Catholic Center is very mudi the same In size and 
program that it ^vas before the war. It is a wdl-organued, 
highly disciplined party, held together 1^ chmdi authority and 
frankly admitting and following a policy of political oppor- 
tunism. Its real leader is said to have been Blat^iias 
Erzbttger, often described as the best hated man in Germany, 
who was under constant persecutkm from reactionaiy aeatots 
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and was finally murdered on August 26th, 192 1. Erzberger 
was a strong liberal and until the elections of 1920 held his 
party sternly to the support of the Majority Socialists in spite 
of violent internal opposition from South German members. 
Because these elections, however, expressed a decided popular 
turn to the Right, he had to relinquish his leadership to the 
conservative wing in accordance with the established discipline 
of his party. But when, in the spring of 192 Stinnes refused 
to let his party approfve of the reparation agreement and the 
Majority Socialists again were forced to enter the govern- 
ment bloCi thus giving it a more radical complexion, Erzberger 
resumed control. Though his lieutenant, Dr. Wirth, acted 
as QuuceJIory Erzberger was really the dominant force in the 
government Fear of what he might do probably maddened 
neactionaiy fanatics into killing him. 

The Donocratic Barty is another parly of compromise. In 
the Constituent Assembly it was very numerous. At that 
time it had received die votes of all who wished to confess 
democratic leanings, either because lliey were sincere or 
simply in order to moUify tiie Entente while it was preparing 
the treaty. At the last dectkm it secured only 45 seate, and 
even now its members are not necessarily honest democrats. 
Both ol the conservative parties and the Center ban Jews 
from thdr ranks, so that all Jewish voters are forced to join 
one of the Socialist parties or tiie Democrats. As a result 
an conservatives of Jewish extraction ally themsdves to the 
latter party, whatever the shade of then: conservatism; and 
thus make impossible a clear party program. On the other 
hand, the best idealistic liberals and many of the foremost 
Intellectual leaders of the country are m^bers of the Demo- 
cratic party, and* win a great national respect for it because of 
their enli^tened liberalism. The most respected element of die 
daily press is in the control of its members. And yet its in- 
ihience is strangely weak, owing partly to its false composition 
and partiy to tiie tragic drcumstance that here, as everywhere 
in the present crisis, the best idealists lack the power of trans- 
lating their principles into practical action. 
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The three remainiiig parties are socialistic labor parties 
giadiQg from mere progressives to extreme Communists. Thift 
general group polled forty-four per cent of the 36,060,000 
votes at the national elections in 1920. If it were united, it 
could easily sway the pf^icy of the country; but its three 
parties fight with each other more dogmatically even than with 
the parties to their rif^t. The old Majority Socialists contain 
most of the skilled laborers and all the large body of German 
liberals idio prefer the slight Marxian dogmatism of this party 
to the political ineffectiveness of the Democrats. The Majority 
Socialists still have xio seats in the Reichstag, more than any 
other single parly. Theur program is one of progressive social 
and political evolution, lliey stiU are Manian in name and 
still use the vocabulary of class warfare; but all this appears 
principally as parly babit, devdoped diroui^ party traditions 
and propaganda. Occasimially a fleeting hope of winning back 
the dissenters into the fold gbes new straigdi to the habit 
But yAm they actually inaugurate laws for new social and 
poUticSl controly thqr ride with fair command and mudi care- 
ful reckontog the vrave that is rolling Europe along to new 
organizations. 

The Independent Socialists function principally as an oppo- 
sition party* to the MajcHily Socialists. ThQr have no other 
program than to prove the older party poor Socialists. They 
accuse the older party of lack of class consciousness and daim 
that it abuses the authority of Marz. Marz is the Bible of 
all the socialistic parties in Germany, eadi riaiming ifaat it 
alone reads and interprets hhn arij^t Because the Independ- 
ent Socialists have no definite program of constructive action, 
thiy do not realize the re^nsibility of government, and there- 
fore engage in extravagant propaganda of class nde, revo- 
lutionary action and full and immediate socialization of public 
utilities. Because the Majority Sodalists were popidariy held 
responsible for the chaotic conditions of the provisional re- 
publican government, the Independent Socialists had unex- 
pected success at the elections of 1920 and secured So seats. 
This success, however, was littie to theur advantage, inaamudi 
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as it united moderates vdth irreconcilable extremists. I visited 
their palatial Berlin dub rooms in the early August of 1920, 
just at the time when it seemed possible that the Russians 
might break through the Polish army into Germany in an 
attempt to spread the Bolshevist revolution through Europe. 
But in spile of the cynical glee of anticipated triumph that 
held the party togedier al the time, the melodramatic gi***«*""C 
of whispering groups, scattered through the rooms, gave me 
a sense of the ludicrous ineffectiveness of these people. The 
country merely smiled at their extravagant threats. At their 
convention in the fall of 1920 th^ fought each other so vio- 
lently over the party attitude to Lenine's commandments of 
the Third Internationale that the party split and sixty per cent 
of the members went over to the Communists. The remaining 
forty per cent are moderates who would sacrifice but a sihade 
of party convictkms if they were to rejoin the orl^jnai Majority 
Socialists; but party dogmatism and the comfort of irre* 
ponsible apposition restrahi fbem from taking that step. 

Because of this rift the Communist Party of Germany is at 
present of unwiel<^ size. It represents 3,200,000 voters. Its 
progiam consists theoretically of allegiance to the Rustian 
leadership in World Revolution and Dictatorship of the Prole- 
tariat; actually it Is a bimd pasdon for some radical diange 
which might improve the personal f<»tune of tiie individual 
members. Too many stories of Russian nuseiy and Boldievist 
misrule penetrate into Germany to make the desh» for a 
Russian alliance, even among the most illiterate and starving, 
more than merely theoretical* The Communist leaders are 
of two groups. Some few of them are highly refined Idealistic 
dreamers and poets who are able to divorce communistic 
ethics from Bolshevist practice and who revd in delli^tful 
dreams of blessed Utopias* Because the rank and file of 
German Communists are recruited from the most illiterate 
section of the population, the effect of tiiese dreamers Is not 
so dismtegrathig as it otherwise would be. The otiier leaders 
are demagogues who ddlgbt in their power to sway the masses 
as tii^ please. I spoke to some of the most pramhient and 
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found that they had far more ambition for political power 
than conviction regarding the principles which they hurled at 
the confused minds of their blind followers. They do not 
hesitate to boast that they can make these httngiy unthinking 
people do as they will. 

Thus not one of the German poUticai parties has convictions 
sufficiently clear to enable it to assume a strong leadership. 
Nor has a single one sufficient strength in the Reichstag to 
govern without compromise both to the Left and Right. Above 
all things the coimtry needs an education toward liberalism. 
If the spirit of party dogmatism can be checked, there is 
likely to be a significant strengthening of the intelligent pro- 
gressives among the Majority Socialists and DeoMKiats. 
Within this group the constructive policy lor the nation must 
originate. 

The chaos of the country is still so great and the problems 
oonfrontiog it so clouded, that even the dearest in tliis group 
are confused or fantastic in their views. I managed to in- 
sinuate myself into a closed meeting of the Democratic Party 
just before the opening of the Reichstag for its fall meeting 
in 1920. The principal speaker was Professor Troeltsch, con- 
sidered by many Germans of various parties the strongest and 
clearest liberal in Germany today. He reviewed the course 
of the revolution and tried to find some way out of the chaos. 
His remedy was rather far-fetched. He thought that in order 
to regain stability and to urin back the respect of other nationsi 
Germany must for a time oiganize on the plan of a greater 
Switzerland. A new federatum of states should be created 
with Prussia dismembered, so as to put an end to its hegemony. 
A decentralized Gennany, united hf dose ties, would allow 
each state to devebp economically in accordance with its 
peculiar resources and woiikl offer the only feasible remedy 
for the financial chaos. Under such a scheme Germany would 
revert to an agricultural stato as far as posrible; she woukl 
be able to feed herself, and, by thus cutting down the neces- 
sity for many of her hnports, slie would more quickly reSstab* 
Usb a trade balance. Hie excess Industrial labor wmdd be 
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systemftticaUsr distributed to worit on fanns. Any excess be* 
yond tbat wouM have to emigrate, but in an oiganiaed way so as 
not to lose the spiritual connection at least with the mother 
Goimtiy. A mlUtia, he thoucfity recruited hi large part from Ihe 
farming classes would be veiy effective In putting down any 
attenipts at violence from radicab and reactionaries alike* 
After a lengthy period 9f lecuperation by this method Germany 
could again take up ber fmier history. 

The picture is too far removed from probable events. The 
discussion from the floor, bowevery was far more oonf uring. 
There was talk of opportunities of revenge and for sudden re- 
covery ^riien the members of the Entente begin to quarrd with 
one anoAer and MiwAfty smtimental dreams common among 
stupefied Germans. 

Shortly after this meetmg I called iq)on the little, stoop- 
shouldered, emaciated, but extremely keen editor of Die 
docke. Max Beer, lAum the Majority Sodalists consider one 
of ibm most intelligent expounders. He Is an audwr well 
known in England, where be lived for many years as corre- 
spondent of Vorwaerts, and wrote an excellent History of 
BriHsk Sociidim, I was surprised that his idea of a remedy 
for the German confusion was ahnost identical with that of 
Professor Troeltscb, dious^ it had a more socialistic coloring. 
The state^ be figured, couki siqsply from its reservations one 
hundred thousand families with five hectares of land each, 
leased to them for two hundred years. He would abolish fifty 
per cent of the universities and found agricultural schools, 
which would lay particular stress on truck gardemng and 
poultry famdng. He was opposed to emigntkm, however, 
and thougf&t that all excess hdwr coukl be employed m buiklmg 
homes for workers. 

If these are among the dearest political thmkers of Germany, 
the oountiy is still far from recovery. Yet these men see at 
least tbat conditions have changed. Both made tiie remark 
to me that probably only five per cent of the population Is 
« able to see tbat radical changes have taken place; that four 
out of five use this knowledge to profiteer; that o^y one per 

/ 
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cent devoted itaelf to an bonest efibrt at rebuildiiig, and only 
a small fractkm of that one per cent bas any real abQity 
todo 80. 

IV 

But even fhumffi oonfusMm so prevaib In economic and 
political qnestioos that no clear analyses of them are being 
made, and people are therefore blind to the fundamental tasks 
confronting them, yet fheie are Impieanve nnmben of men, 
mostly amoog the laboring and knver middle classes, who at 
least know tiiat they do not see and are determined to acquire 
the ability to see, however unaccustomed and stow the process 
may be. Hie bdief that a greater intimacy with tiie best of 
art and education will best help them know themsdves and 
the basic human and national powers hi themsdves, is a 
German traditbn the hnportance of whidi the revolution 
brought home to these dasses for the first time. I was told 
that the little Berlin suburb of Karlshorst, wbiert mostiy humble 
people live, assembled in town meeting after tiie revolution 
and alloted. five million marks for hig^ education for their 
daughters Instead of thinking of oblalidng food. 

With tiie responsibilities which the revolution btou^t to 
them, the people of this dass seem to have aoquived also tiie 
consdoosness of fhdr dependence on art^ that formerly was 
so characteristic of the educated middle dasses. like the 
latter they seem to have a realisation of what art has aooom* 
plidied in German crises. T6 the German people tiie Rmais- 
sance, for esample, is principally the R^onnatkn with Luther 
as its hero, not so much because he gave them rdigious free* 
dom, as because with his translation of the Bible he created 
for them a common language and made them free to espness 
themselves intelligibly from one end of the nation to the otiier. 
The Germans also consider the great European political de- 
vdopments and upheavals of the dg^teenth century as quite 
secondary to the literary revolution of thdr ''Storm and 
Stress," whidi gave thm confidence in themseh^ and a con- 
sdousness of national individuality. 
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But even diis instmctive tumiiig to art to find tbe my out 
of ^iritual distress is not free from the dangers of coofusioiL 
Fanatics are attempting to distort it, and profiteers are sdiem* 
ing to use its power for personal gain. So-called propliets 
travel fromdly to dly and eiliort the inhabitants to oongr^gato 
in the squares to sing and dance to regain health and joy in 
life. Large audiences are attracted by strange performances 
of new dances whidi in some mysterious way are to restore a 
new spiritual balance. New fads in art have never before 
made so hM or so successful an appeal for devout congrega<* 
tions of faithful dupes. 

The most profitable distortion of this kind is the widely 
spread society of Dadasts, which throu^ its art offers a final 
solution of every physical and spuitual problem. I visited its 
headquarters and publishing house in Hannover under the 
guidance of a literary critic of that dty. I found a few rooms 
stacked to the ceiling with pamphlets and a few of tkek latest 
pictures tacked against the shelves. At least th^ called them 
pictures. Th^ were boards plastered over with transfer 
tickets, small scraps of newspapers, wisps of hair, and a little 
bay and mud. The publisher and priest was a keen-eyed 
and raven-haired hunchback. With hb cynical smile he a^ed 
me to guess at the tiUes of the pictures, and when I answered 
in a bantering way, he was a bit offended, thou^ he tried 
not to show it I tried to get him to tell me something about 
his Dadaism. He made a speech something like a barker 
at a circus about ultimate value and last secrets and " see for 
yourself." His talk came fast and his mocking ^es danced; 
but he eiphuned nothing at all. When he heard that I was 
from the kmd of the universally desired doUar, he tried to 
talk busmess and his eyes danced even more. It seems that 
less than a year ago he had been a type-setter at a very 
low salary, but bad saved fifty marks. With tiiis and what 
money he could borrow on his unlunlted nerve he had pub* 
lisfaed his first Dada pamphlet of poems solving all problems 
but with no sense or rhyme or reason. The fish bit lustily and 
in a year he had published ninety vdumes m half a millkm 
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copies. He is a shrewd communistic capitalist. He gave me 
a few t\'pical pamphlets to ponder over. Before I left he 
introduced the youngest priest of Dadaism, his little month-oM 
son, who sang some very good Dada son^?, though he could 
not yet pronounce the myotic word itself, but WOUld do SO 
within a very short time, his father thought. 

Dadaism is advertised as the ultimate development of ex- 
pressionism. It claims to expr^ the truth itself in its ab- 
stract reality by means of the most real materials of life and 
without selection. It turns its back upon all the media of the 
artists of bourgeois society, such as perspective and color, 
rhyme and logic, and harmony and counterpoint. It advo- 
cates new materials, such as bits of paper and dirt, and the 
new technique of " simultaneity " and " bruitism." Finally it 
boasts of destro3dng art itself and of being the intematioiial 
revolution. It is the keenest bit of advertising I have ever 
seen, expertly adjusted to the condition of a fagged and be- 
wildered nation. I have before me a novel of forty-nine pages, 
called Second through Bram, a bewildering confusion of 
adventure, cynicism, eroticism, even of type thrown hdter 
skelter on the page. One tenth of the space is tised to warn 
against imitations of the only true Dadaism, obtainable at 
Steegemann's in Hannover. Incidentally, this publishing house 
is using its present prosperity to publish very fine de line 
editions of standard authors, so that it might still have some 
business if the country should return to reason. 

The creed of Dadaism demands: 

"u The international revolutionaiy union of all creative 
and inteUectual persons in the world on the basis of radical 

2. Tbe intioductkm of progressive unemployment by means 
of a comprdiensive mechanization of every activity. Only fay 
unemployment does the individual acquire the cbance of gain- 
ing kumlege of die truth of life and of finally accustoming 
himself to experience life. 

$, Tlie immediate eipnipriation of property and the com- 
munistic feeding of all people, as wdl as die building of 
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beautiful comiminlstic cities which shall educate man to 
freedom." 

The Central Council favors: 

"(a) The daily, public dinner of all creative and intellec- 
tual people on the Potsdammcr Platz (Bcrlfti): 

(b) That all preachers and teachers subscribe to the dada- 
istic creed; 

(c) Relentless warfare against all so-called spiritual 
workers (Socialist poets), against their concealed middle-class 
ethics and against expressionism and post-classical education; 

{d) The immediate building of a national art-house; 

{e) Introduction of the simultaneous poem as official 
communistic prayer; 

(/) Surrender of the churches for performances of bruit- 
istic, simultaneous and dadaistic poems (by this they mean 
poems accompanied by an orchestra of typewriters, kettle- 
drums, rattles and pot covers) ; 

{g) Formation in every city with over 50,000 inhabitants 
of a dadaistic soviet to rearrange life; 

(A) Immediate execution of dadaistic propaganda with 
150 circuses to enlighten the proletariat; 

(f) Control of laws and ordinances by the dadaistic Cen- 
tral Council of the World Revolution: 

(k^ Immediate regulation of the sexual relationship in the 
international dadaistic sense by dadaistic headquarters." ^ 

This is, of course, merdy a wildly extravagant perverdon 
of the cooscioiisiieas ^thin dici German people of the intunate 
relation between their art and their lives. It is keenly ad- 
justed to the confusions and the political extravagances of the 
times and therefore has a ratiier formidable success. But with 
the lessening of post-war diseases it will quickly die out, 
mMe the sane and less sensational movements in art and edu- 
cation win continue to grow in importance and influence. 

Hie general confusibii, however, and the delicacy of the 
task, which demands that the very fundamentals of life be 

^ En Avant Dado, Richard Hudaenbeck, Hannover, 1930, p. 39. 
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reviewed and revalued, are still clouding the mind^ of even 
the most honest and courageous thinkers. As a result over- 
zealous and oversensitive investigators arc making curious per- 
versions of history which find a lar^e re>ponse. 1 met a 
group of splendidly refined men in Munich who, in their effort 
to fmd a basis for a new unified German culture, have trans- 
planted themselves back into the Middle Ages and deny all 
later German developments including the Reformation. They 
place the responsibility for the present debacle not so much 
upon the modem statemen as upon Luther and the whole of 
German culture bom of Protestantism, particularly upon Kant 
and Goethe and Schopenhauer and Nietzsche. They attack 
Luther for having torn asimder the heart of the nation with 
complicated problems, and Kant for having stifled the nation's 
lile l)y throwing it into a mad whirlpool of dialectics. They 
recommend to German 3routh that it disregard all modem 
pililki60[iliy and apply itself again to a study of the old 
Gennan mystics of the Middle Ages and thus regain its sim« 
plicity. Reprints of these old mystics are being sold in large 
editions. But sudi distortions are slowly being overcome, and 
there appear more clearly the broad outlines at least of the 
essential problem. 

V 

When the certainty of commg' defeat slowly forced itself 
upon the minds of the people and patriotic enthusiasms weak- 
ened, distaihing criticism of the government and of the nation's 
very foundations arose. Those men who had the power and 
the courage to think hegxa to search the history of thdr people 
and to examine the validity of the princqdes and of the 
natkmal phrases with which the people had heen urged to war. 
Dudy they began to suspect that there was something nufi- 
cally wrong with the fundamental standards by whidi fliey 
were living. They began to see that the war had merely 
accentuated that wrong to die point where it must be faced. 
They caught a blurred vision of how a powerful force had 
tampered with their lives for generations, had robbed them of 
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their individuality and made them into mere instruments. 
Just how they could thus have been abused, they do not as 
yet quite know. Even the bare outline of such a vision was 
terrifying in that it threatened the truth of every accepted 
standard. When, however, the picture takes on sharp out- 
lines, and becomes clear to the whole nation, it will be the 
principal incentive to definite reconstruction. 

Meanwhile to an important minority the picture is begin- 
ning to take the following form: On the one hand appears 
the imselfishly acquired idealism of Kant and Goethe and 
Schiller and Wilhelm von Humboldt and Stein and Hardenberg, 
a basis upon which the nation might have developed true 
to its best qualities. On the other hand some, at least, 
are beginning to see the true nature of that one-tracked, 
selfish system we call Pniasianism and of the insidious fi|i^t' 
which it has waged for generations against the finer, 
unsuspecting and unprotected idealism. Because of the 
refined, delicate qualities of idealism, die more robust 
material system could almost imperceptibly force it Into its 
service. Because idealism held the best affections of fhe think- 
ing and flattered fhe sentimentalities of the unthinking, die 
system borrowed its language and manners, until like a true 
parasite it had assumed the outward appearance of its vxcthn 
and thus could all (he better work its cleverly concealed will. 
Finally it was enjoymg from the people the respect and loyalty 
they owed to their idealism and in the tetter's doak it led 
them to their present downfall. It was a slow, relentless and 
inadious process. The system had, indeed, the honest strength 
of strict limitation of purpose; but to succeed it had to destroy 
the only basis of life of the nation that it wished to use. Its 
own life, therefore, had of necessity to be short, hn spite of large 
Q)hemeral successes and in spite of such genhises of restricted 
purpose as Frederick the Great and Bismarck and Tteitsdike. 
Success and genius, and the subtle borrowing of its garb, made 
it so attractive that the few alert and sensitive spirits of die 
nation, who before the war sensed and tried to disckMe its 
real natuiey could not convince thehr hearers. 
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But today there are DOt a few who know that here lies the 
real disease of the Dation, — men who are directing their eyes 
boldly upon the picture, however disheartening its aspect and 
however painful the conviction that accustomed standards 
must be revamped and freed from the old taint and that 
Kiiltur most be refined to culture. A more difficuH apiiitiial 
problem cannot confront an individual, much less a aatioiL 
Knltnr had not been a matter of the individual. It was a cul- 
ture minutely prepared and sternly dictated: replete with the 
comfort ol a choke already made. Now each man is to 
be forced to make new judgments on his individual re^ponsibil- 
ity, and yet upon the basis of his national character. The proc- 
ess must be slow. Its first stage is purely negative; the old 
slaiidaids seem to be wrong. As a result men do not know 
what to think or do. Then those who have the ooimge strike 
out lor a new balance. Their venture still is more a longing 
than an attainment. Some of the gentlest have retired ivfaoify 
within themselves to dream of a aptritnally regei^nted and 
united nation, and unfold fantastic sentimentalities. Others 
have been given courage, because of their very yearning^ to 
direct their eyes nxne squardy upon the essential problems, and 
they aie making promising beginmiigSy though the^ 
may still be near despondenc e . Their seardi for faith m life 
and in a natioii is» however, the spectacle that hdd me during 
my stay with them and of whidi I shall speak in diese essays. 
The process is one that will continue for a long time. My 
rqports^ therefore, will be only of the bqpmungi I have found, 
but these beghmings are not only interesting but of extreme 
importance hi the study of reconstructkm on its ^ritual and, 
therefore, most important side. 

VI 

Before I started out for Germany, I f dt sure that if diere 
were any one within the nation who had his eyes wkie open 
upon the real conditions of the country and possessed the 
courage and hisin^t and faith to lead the way along a new 
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and truer path, he would be found among the people's greatest 
poets. Some of the younger poets, I thought, who at the front 
had been foiced into most intimate contact ivith the system 
and seen it crumble under stress after ahnost crushing the 
very life out of its subjects in an effort to maintain itself, 
would have been able to see its nature dearest and would 
have the clearest view of those powers iriiich nofjat bring the 
nation back to itself. But I could not find a single poet of the 
younger generation who had sufl5dentiy risen above the con* 
fusion that surrounded him. Not one of them has given 
testimony of suffidentiy strong faith in definite redeeming 
forces. There is not a smgle dear, coovmdng composition in 
a new drama or novd wMdi unfolds before the people the 
forces tint are trymg to awahen within them. Th6 confusion, 
and the jealousies and prejudices arising from confuaon, de- 
mand for sudi a task unusual deamess of sight and force 
of ooauvictiQii, 

Ernst Toller is tiie most promising of the younger poets of 
Germany. His drama, Die Wan^mg, is an intensely bold 
human struggle to dear from cant and from national and 
personal conceit the path toward a solid foundation. Pdit- 
ical prejudices within the audience, however, not only over- 
emphasize the minor wealuesses of the drama, but turn the 
very intensity of it into inartistic rhetoric. The reactionary 
government of Munich is still detaining him in prison because 
he took control of the Munich mobs during the last commu- 
nistic uprisings, though everybody admits that he did so merely 
in the hope of checking their excesses. Meanwhile the ex- 
treme Socialists of Prussia repeatedly try to hoot his play out 
of the theatre because they consider it reactionary propaganda. 

Richard Dehmel enlisted for the front in spite of his ad- 
vanced years and went through all the hardships of aclive 
service because he longed as one of the nation's leading poets 
to be in the midst of his people's sufferings and most intense 
deeds in order to test his faith in them. He came out of the 
war with a scathing accusation of the system but clutching 
hard at his belief in the people. His death, which occurred 
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soon after the defeat, was brought on. as his most intimate 
friends informed me. by his inability to endure the ^uritual 
dissolution of the countn,'. 

Gerhart Hauptmann without any hesitation accepted in 
Germany as the foremost {>)et. 1 had the privilege of being 
his ^uest on several occasions and of listening as he spoke to 
me of his nation's distress. Hauptmann's de^ and genuine 
sympathy has made him the unusual poet that he is. He 
always tried to protect the soul of his people against the 
system; nor was he ever liked by the ^tern's zealous servants. 
Dining the war he was not veiry sore of Uiiiself, afraid to 
hurt his people, it seems, whicfaever way he spoke. So he be- 
came abstract or tried to save his faith by seeking human 
qualities in situations remote fiom the oanfusion Inmiediately 
before him. He has grown very old and nervous and when be 
speaks is plainly confused, often stopping his pictures before 
they are completed and seeking a better way to shape what 
rises before him. But he is most calm when asked if he has 
any fear kst his people be unable to rise above the disintegn* 
tion now at work. As be talked of this, his patience was die 
qhality which impressed me most. He sees fhat it may take 
a very kmg tune before the real spiritual growth of the people 
becomes apparent. He realizes that he himself may not live 
to see convincing ezprcssions of it But his quiet faith, in 
iriiicli there is no trace of resignation, is die most convincing 
individual testtmony I found. His work meanwiiile harks 
badt to the reafan of fairy story. He is even recasting some 
of liis older dramas and changing them more into fairy tales 
as the eipresaioa of Iiis quiet optunism. So whUe he knows 
no definite answer to any definite iounediate problem, his mes- 
sage to the people is, Be calm: do not forget tfiat yon have 
a soul lAich will awaken if yon bdieve m it and give it tune." 

Thomas Mann of Munkh, the greatest prose writer of 
Germany, is a man of quite another stamp. He is not one 
lAo sees large visions, but ralher a keen analyst of the dtomi- 
stances about him. Before the war he du:ected many a shaip 
criticism against the growing materialism of the Gountiy. 
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During the war he fought against the democratizing influences 
that were making themselves felt in the nation and wrote an 
impassi(Hied defense of those forces of aristocracy which he 
bdieved necessary for the country's growth. In these writings 
his patriotism rather dulled his usually keen pcrceptioiis. 
But this patriotism was stressed by an intmiatidy personal 
quarrel with his brother. Heinrich Mann was drawing popular 
caricatures of the Prussian system with cutting satire that 
deei^y offended the older brother, who tried too hard to 
counteract such inSuences by means of his essays. In my 
conversations with him, however, I found little of the admirer 
of Prussia. The demand that he p^ticularly insists upon is 
tiiat the power of Pi-ussia and with it the furor polkicus, as 
he termed it, be thoroughly curbed. For only then will 
Gennans turn to a real consideration of spiritual values, upon 
a r^imration of whkh, he insists, the welfare of the nation 
depends. He has too little of the quiet failh of Hauptmann, 
Imt at least he is using his mfhwru^ as a leader of the nation 
to point out the sort of regeDeratUm that goes to the very core 
of the country's life. 

It is not the poets, however, who are giving the strongest 
impetus to the process of renewing standards. After all, th^ 
are not the moral persuaders of the people but its eipiessors, 
who give dear form to Uiat within die people which is of vital 
strength, thou|^ not yet conscious of itself. Acrordingly Ihey 
fix upon die stages that the onward march has reached, and 
1^ revealing die marchers to themsdves, and what fbiey have 
done by virtue of themselves, they open up the road to furdier 
progress. But when the people are confused or lacking in 
genuine f orce^ the nation's poets too are helpless and dieir 
speech lacks clearness and a ooofident point of view. The 
nation itself, 1houg}i it may not be dearly consdous of its 
diiectioo, must have the power hi itself to mardi ahead and 
must give evidences of a will to exert diat power. 
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Gemumy Is today in a sad confusion and very many of its 
university men and othm of its intellectual and moral kadm 
are badly mired in the general upset. But there is a strong 
minority of the people, mostly from the knvcr middle classes 
and the skilled workers, nbo are not ooty conscioas that they 
must clear the paths for newer and truer progress, but have 
banded together mto strong ocgBmzations for a commoo pur- 
pose. These are the men whom the old system had most oom^ 
pietdy tied; whom, according toils ^ effident** wisdonv it had 
flsade very nseful and qmte piosperoas at die eqiease of 
tiieir individuality and tiie pcerogatrae of Uunkiog lor dwrn- 
sdves. The encouraging dement in the revolt of these men 
Is that it is not directed toward greater prosfWfily or even 
principally toward greater political freedom^ flmugh of coarse 
they have political organizations. Tbeir most endrasiastic 
organisations are directed toward attaining tuDer ^liritnal 
freedom and a clearer picture of themselves upon die basis 
of whidi such freedom can be won. I shall describe diehr 
efforts toward adult education in whkii there b no attempt 
at vocational trammg but simply a strong desire lor a fiberal 
culture, that they may know themselves more fully and better 
grasp their relations to each other and to the forces of aodely. 
Amoog preporatoiy school students I found a strange but in- 
teresting concerted effort to reinvestigate the principles of the 
accepted educational systems in order to make th em conform 
more dosety to the basic human needs of the youth. This 
effort cuhnhiated long before the war in a violent struggle 
against the system's pedagogues and against subservience of 
the home to the schoot Throughout the country there are 
large and important drama leagues by ^Hiidi the people hope 
to make accessible to themsdves the great poets of tfadr 
past, to guard their great expressions against the corrupthig 
inflwiAfifPf DOW upon the country in its oonfoston, and also to 
encourage their living poets to hdp Acm find tiumsdves. 
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In libeial education and in art tbey seek the means by 
wilich new spiritiial standards may be made effective. The 
ocmfiisiOD threatens this search with the possibility of many 
serious mistakes. Hie habitual affectioiis and comforts of 
old onnditioiis as well as the glamour of new promises threaten 
to spoil the search with vain sentimentalities. Theref oie, th^ 
are trying to prepare themsdves by a liberalizing educatkm, 
and in the visions of their poets Ihey are seddng correctives, 
and directkm. In times of natkmal stress the peopled attitude 
toward art has often been ahnost a^rdlgkxis one. Today this 
attitude is accentuated by the feeling that in every odier phase 
of their living they are under the control of theur vtetois. 
With their art, however, they are free to do what liieir personal 
convictions and desires dictate. The clearest indication of the 
Gondi^ reconstructkm of Germany is the faith of an important 
minority that the great dramas as the hifl^t artistic ex- 
pressions, provuie the means to dear away the confusion by 
revealing that whk^ is most gemdne in dwmsdves, and the 
calm detefmhiation of this nunority to apply theooaelves to 
art with this purpose. 
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I 

WHEN a national crisis reaches the point where old 
standards are discredited and new standards arc- 
demanded, the universities must clearly rnaniftst 
their worth and prove the genuineness of their liberalism. 
For if liberalism be genuine, it will have not only the insiuht 
and the freedom from prejudice to make thorough and minute 
analysis of accustomed habits, but it will also have a full 
appreciation of those elements in the old standards which are 
stUI representative of the nation's life. By such liberalism 
alone can the universities lay the foundation for a revaluation. 
In former crises, in the eighteenth century and in the move- 
ment that culminated in the Revolution of 1848, the univer- 
sities toolL a leading part in liberaliziiig thoufi^t. Today they 
are generally considered the centers of leactkm, and in their 
passionate fight against the new they renounce even the free- 
dom they attained in former 8tnig(^ and champion the prej- 
udices of feudal days. 

Upon examination you find that in the materializing process 
of Fnissia, especially during recent decades, the miiversities 
were more completely caught in the machine than any other 
of the large national institutions. This machine, cleverly 
conscious of its advantage, had made the universities into great 
training schools for its pablic and confidential servants. The 
miversity degree was an mifailing recommendation to the in- 
numerable positions of trust which the sj^tem controlled in 
forngfi service and in every conceivable biandi of public life 

30 
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within the empire: in administration, in judicial service, and in 
church and school. The command of the army alone, and 
a few positions of highest dignity in other branches, were pre* 
served as prerogatives of birth. If only education was con- 
sistent with the aims and purposes of the system, its quality 
was preserved and liberalism, even, was encouraged. Academic 
freedom became increasingly the freedom of a protected privi- 
leged class. With the downfall of the system and the radical 
sodal changes resulting from the revolution, the inevitable 
results of such education became so evident that all respect 
by the people as a whole for higher education seemed eo* 
dangered. The universities had not been institutions of 
liberal culture but highly specialized vocational schools. To 
the students the revolution brought serious uncertainties and 
new disquieting conq)etitions. The church was freed from the 
control of the state; judgeships were to be awarded upon a 
broader basis than merely a university degree; promotions 
were to be determined by merit rather than by a definite 
period of service; some positioDS, such as those of municipal 
administration, were to become elective, while some of the 
free professions, such as that of the ph3rsician, were ultimately 
to be drawn into civil service. Therefore conformity to the 
new state of things demanded excessive sacrifice and more un- 
sdfisb interest than vocational training can produce, or did 
produce in Germany. 

Accordingly the large majority of alumni, students and 
faculty angrily went into opposition against the social change. 
Because the first contact with it was pamfd, they have re< 
fused to recognize it or to examine it To be sure, the economic 
changes resulting from defeat affected the university class more 
painfully than ai^ other single group. As the mark dropped 
m value, workers' wages rose almost in proportion to its fall, 
and business reorganizatkm and profiteering still made eiist- 
ence comparatlvdy carefree for Ihe capitalists, both large and 
small; but prof esskmal incomes and salaries of die civil servant 
became more and more inadequate, and brou^t the educated 
Huddle class nearer to starvation than any other group in the 
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country. During the war these people in their patriotic fervor 
had invested their little savings in govenmient bonds, the in- 
come from which shianiL to a mere pittance with the deprecia- 
tion of the currency. In addition this ctass had always been 
very piood, and liad carefully manipulated its modest income 
to keep up appearances of dignity. Poverty to them, there- 
fore, meant starving m a double sense. It is only human 
that their misery kept them from facing the situation bravely 
and set them in such an angiy opposition to the new conditions 
tiiat they were in no mood even to eumine them. 

This is the class that sends its sons to the i]idvei8itSe& 
Under the old system uuveraity training was their special 
privilege. Today it cannot affoid to stipp^ its sons with the 
allowances neoessaiy to support them while they get their 
training. But these sons inherit with theur parents' poverty . 
their pride, whidk has always made it seem undignified for 
them to work fhdr way through college. Now they must 
work or give up then- schooEng; and because the latter would 
be the greater blow to thdr self-esteem they seek with grim 
delermmatidn the means of earmng ascant liidng, under serious 
difficulties and with none of the cheerfulness of the American 
student. They drive cabs or clean the streets at nig^t or sell 
second-hand books in carts at street corneis. Meanwhile the 
sons of the new war ridi or of the workers not only offer new 
competition, but have the money and the time to make that 
competition seem unfair, and they also crowd die universities 
beyond capacity. So everything accumulates to make the 
temper of tiie former educated daaa a menace to reconstruction. 

UnfortunatiSy the leader at the universities, the faculties, 
have just as little courage. They too are suffering, and there- 
fore violently attack the new order and wish that ih^ old were 
back again. Thus they encourage the blindness of their 
students instead of being faithful to their calling and helping 
them to see. To confuse the situation even more, soon after 
the revolution the universities filled up with that large body- 
guard of the old regime which formerly would have trained 
in its own schools for commissions in the army. With the 
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dissolution of the army under the treaty they entered the 
univeiaities lor want of knowing what dse to do. Hiese men 
are using the hi^er schools as centers for tfadr resentful 
propaganda, and find a fertile field in the confused state of 
mind of the traditional student 

During the communistic disorders throtq^ut the empire 
in the early days of the revohition^ it was the students who 
saved the country from extreme diaocganiantion. Now they 
consider that the country is greatly indebted to them and 
under obligation to follow their lead. But instead of leading 
towards a new social or spiritual organization^ they have be- 
come fomenters of monarrhial reactions: at times of national 
elections the students join to defeat democracy, when disorder 
threatens they organize irregular bands and terrorize towns 
suspected of harboring radicals, periodically they set out upon 
Jew4nituig expeditions, and they otherwise obstruct the en- 
deavors of the official government to bring order out of chaos. 

n 

In the midst of the reactionary confusion of university life 
as a whole I found in the individual members of university 
faculties and in small groups of students the keenest insight 
into the present affairs of the country and the highest aims 
for national development The selfishness and blindness of 
university life is at least being insistently attacked from within. 
Minority student organizations at every university are attempt- 
ing to analyse the changes that the country is under- 
going, and I found them persisting in their work in spite of 
much derision from their fellows and even some persecution. 
Faculty meetings since the revolution are said to be the scenes 
of violent combat between the reactionary majority and the 
few who, having the courage to look things squarely hi the 
face, see that society has changed and that the university 
should make itself the leader of the new order. 

In the description of political parties it was pointed out 
that among the leaders of the Democratic Party are those who 
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hsve tlie deaicst insight into Germany's ml conditions, and 
the ftUwigffff deteminfttkMi to lead the coutiy in tbe directkiQ 
of iMHiest and sane recovery. Due to the respect diese moi 
TWiiffWffif becaise of thdr mweifah rectitude, tiigr enrt an 
WMumHrm qqite oot of pTOportlQii tD tfaor party's streng;di. 
The stro n ge s t of tlicse leaders are nienibefs of untveistty 
faculties^ men tike Ernst Trodtsch and Max Weber. 
Trodtach, fvfao is Professor ol Fhiloaopfay at Berlin, has been 
Fmssian Undenecretary of State since the levohition and has 
made his inflnwicse f in every critical decision of the Pn»- 
sian Ministiy. Wdwr^ until his dcaiUi from ovcreieition in 
the sommer of 1920^ was Ptolesaor of Political Econoniy at 
the Umveraity of Monidi and tlie most fcariess and dioraoi^ 
champkm of democratic thoiq^t in Germany. The loss of his 
kadeiship, just vlicn Bavaria was i*'*gw»™"g her and rfile of 
impeding the empire's reoonstrnction by tac t ics of extreme 
reaction, was most unfortunate both for Bavaria and the 
as a ivhole. Such men attract witinn tiie nniverrities 
a f oUowmg ivhich, thon^ none too hurjse^ is ertraordinaiily 
strong and has, in spite of ^ reactionary attitude of the larger 
part of mdversity drdes, maintained among the people as a 
whole some respect for oniveisity traming. 

m 

During the earlier days of the revolution, when flie Social 
Democrats were in more complete control of government tiian 
they are now, there was persistent demand that the univer* 
sities be opened far more generally to the people as a lAole 
and adapt tiiehr teadibg more directly to the Immediate 
economic needs of Ihe people, or that, in order to save eipenses, 
the various universities be consolidated into a few absolutdy 
necessary ones, and purely " decorative " departments be elim- 
inated. Owing chiefly to the respect for the small group 
of liberal-mmded men about Professor Ttoeltsch, reason 
finally prevailed in Ihis very ugly quarrel. Konrad Haenisch, 
lAo became Prussian Minister for Education and the Arts 
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after that position had been lield by narrow-niiiided and 
dangerous fanatics, is a prominent Socialist but a hi^ily 
cultured, fair, and liberal-minded man who guards most care- 
fully tbe nation's rich intdlectual resources. He has opened 
the univer^ties to the people so far as he could without en^ 
dangering their stancbuds of scholarship. He is in the midst 
of the difficult task of devising effective means to liberalize 
teadung. But he has stopped all talk, at least withm ^ 
govemment, of eliminating any of the dqmrtmenta of the 
universities. He is fully conscious that the universities are too 
vocational already and opposes all attempts to make them more 
so or to change them into a new lund of vocational sdiools for 
another dass of the population. Where new dqMurtments weie 
needed because of a broadening of the life of the country, he 
has created them, as, for example, the new courses in labor 
leadership at the University of Minister. But his efforts are 
more strictly durected toward liberalising the spirit of the 
universities, in student body and faculty. He is wisely direct* 
ing his efforts more toward the students than toward tbe 
teachers. I am told that his work is bearing fruit: that more 
and more are willing to open their eyes to the changes that 
have taken place and are beginning to realize that if Ihey 
wish to enjoy the prerogatives of youth and to work toward 
leadership among their feOows, they must put themselves at 
the service of their new nation and make themselves indis- 
pensable to it 

IV 

Meanwhile, not so much outdde of as side by aUe with 
university education, a new popular education movement has 
sprung into life. This is a movement toward liberal culture 
by adult workers whose economic fortunes had not permitted 
them such privileges in their )rounger days. 

There have al\v:iys been organizations for workmen's educa- 
tion in Berlin, but these were conducted by political parties, 
principally lliose of the Left, for purposes of party propaganda; 
or they were private undertakings, some more or less philan- 
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thropic, some purely comniercial, which ied their members io a 
haphazard way on popular lectures. 

When the revolution freed the workers from the spiritual 
bonds of the old regime and with the new freedom had come 
added responsibilities, the more thoupjhtlul worker felt a keen 
desire for a broader education to enable him to ap[}roarh his 
task intelligently. Within a short time scores of workmen's 
educational associations were formed in Berlin. But these 
groups were often controlled by sentimental theorists, incom- 
petent educators, or dishonest special pleaders, who created 
confusion or even misdirected an honest search for knowledge. 
The University held itself aloof from the movement of work- 
men's education as it had done from the entire revolution. 
A few teachers maintained that it was the duty of the Univer- 
sity to bring these groups together and to direct the work in 
the spirit in which the workers had conceived it. They were 
met by violent opposition from their colleagues, as though they 
were proposing to give valuable assistance to a dangerous 
enemy. But they insisted on their point and gradually won a 
small number of enthusiastic supporters. In the spring of 
1919 the Prussian Cabinet forced consideration of the matter 
upon the universities by decreeing that at all universities in 
Prussia councils for popular education be established to give 
advice and aid to workers^ educational associations. Through 
the breach thus made the interested members of the faculty 
directed their attack. Thus, though a large number of its 
members still peisisl In a reactionary attitude and grumble 
at the innovation as much as they dare, today the University 
officially plays an important part in the movement 

Tbe aim of the interested educators was to combine the 
many associations into one large effective body, to define 
its aims, and to devise methods of realizing them. In March 
1919 Professor Merz of the University, and Sassenbach, a 
member of the city council, formulated the principles upon 
which should be built the organization which they called the 
Volkskochschule Grass-Berlin, They persisted in their en- 
deavors, and in the fall of 1919 the oonstitation was adopted 
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by representatives of the communities of Greater Berlin and 
of all the principal labor unions. The University was then 
forced to accept the situation, especially since the organization 
had soon grown to large dimensions. By the fall of 1920 it 
had absorbed most of the smaller ore^anizations, and was con- 
ducting 135 courses with a faculty of 118 teachers. 

The Association is supported by three institutions: the city 
communities which furnish tlie necessary fmances, the estab- 
lished labor urnons whose interest guarantees popular confi- 
dence, and the University which watches over the standards 
of the work. The University, to be sure, does not act officially 
through its Faculty, but through its Council for Popular Edu- 
cation. While this does not assure the support of all the 
members of the University, or even of a majority, it attaches 
to the work those most truly interested, and thus saves much 
friction and delay. The university faculties of Germany are 
only too justly accused of being stupidly reactionary, and so 
do not enjoy the confidence of a very large proportion of the 
people. The Prussian Cabinet therefore decreed that in addi- 
tion to representatives of the Faculty the Council should con- 
tain specialists not connected with the University, the chair- 
man and business manager of the Workmen's Educational 
Association, and six workmen's representatives. The executive 
committees of the Coimcil is composed of an equal number of 
tmiversity men and of delegates of the Workmen's Educational 
Association. 

In all departments of the Worlunen's Educational Associa- 
tion care is taken to give as much attention to interested 
popular opinion as is consistent with the standards that the 
work must attain. The parliamentary functions are vested in 
what is called the Committee. This is a very large body. About 
fifty delegates to it are elected by the different communities of 
the city in proportion to their population. All unions of a mem- 
bership of five thousand or more send delegates in proportion 
to their size, and with them are included also those p<^tical 
parties that maintain departments of cultural edocafiott, the 
eipcctatlon bemg that they will let the Workmiai's Educational 
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Association lio the work Ua them and thus sq;iarate education 
and party propaganda, as is proper. This group of unions and 
political parties also sends about fifty delegates. The faculty 
and the classes of the Workmen's Educational Association send, 
twenty delegates, ten from each group. Fintally, a few rq)ie- 
scntatives of those popular educational associations not yet ab- 
sorbed, and a few prominent scientists, artists and educators are 
Invited by the Executive Council to become members. 

Tbe governing body of the Association is the Executive 
Council. This is composed of thirteen ddegates diosen on the 
principle of proportional representation by the four main bodies 
of the Committee. To these are added the business manager 
of the Workmen's Educational Association, two experts In 
workmen's education, and one representative from eadi of the 
hig^ sdiools of die dty : the University, the Institute of Tech- 
nology, and the School of Commeice. This body is chosen 
for one year only. 

The most important office is that of the busmess manager, 
who is the principal executive of the Association and the &ial 
authority in all its affaurs. His personality may determine to 
a very large extent the success or failure of the tmdertakings, 
and great care is therefore taken in his choice. Three candi- 
dates are nominated by the University Council for Popular 
Education after conference wilb the Executive CouncQ of the 
Workmen's Educational Association; from th^ three the 
Executive Council chooses a manager and their dioice must be 
ratified by the Committee. According to the constitution, the 
business manager must resign if at any time he does not com- 
mand the confidence of the Executive Council, expressed by a 
majority vote. As long as the Association enjoys the services 
of its present manager, Professor Merz, it is certain to be led 
extremely well He is an energetic, practical idealist, whose 
eyes are open to the situation confronting Germany and whose 
will is steadfastly directed tmvard a sane solution. 

The two principal bodies of the organization are so consti- 
tuted as to give the widest pn^^sible representation to the 
workers and to the population from wiiich they come, and at 
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fhe same time to indude a strong coips of interested scholars 
to guard the standard of work. The Committee is mtention- 
ally made a laige as practicable^ because it is felt that the con- 
tinuous and free d&cussion between scholars and workers will 
best clarify the aims of fhe Association, and lead to their being 
widely disseminated througli the masses. 

Hie purpose of the undertaking, as formulated by Professor 
Merz, ^ " to develop spiritually iiidq)endent personalities, and-- 
to put them into intimate relation to society." In all respects 
the institution aims to serve fhe general culture of the citizens, 
and it in no wise gives fhe vocational training of the regular 
schools. The men within this movement seem clearly con- 
scious that the hi^er schools have gained their vocational effi- 
ciency 1^ the sacrifice of general cultural training, and they 
hold this condition largely responsible for the infiesible, re- 
actionary wgant at tiie universities today. Therefore the 
Workmen's Educational Assodation is in no way to be a uni- 
versily on a lower basis, but it must establish a dignified posi- 
tion of its own, and even exert upon the academic institutions 
important new influences. It wants to put its students into 
touch with the spiritual riches of humanity, to sharpen their 
power of observation and thdr sense of fact, and on this 
basis to develop logical thinking and a sane understanding of 
human interrelationships. 

V 

' To attain these objects the following grouping or courses 
has been outlined. Since the first step must be to develop a 
sense of fact and an ability to make the correct deductions in- 
herent in facts, the studies m mathematics and natural; sciences 
are encouraged first. Here the facts and processes are simple, 
and simple laws. are logically deduced. Also simple problems 
can be manipulated, the penetration of which is important for 
a rational view of life. Twenty-«ight per cent of all the courses 
belong to this group. In the study of science practically all 
fhe emphasis is put upon principles. In the few courses (about 
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five per cent) dealing with applied science only those scientific 
acaHnpIishments are studied which have decisively influenced 
spiritual culture or the structure of human society, or which 
through the manner of their application have become works 
of art 

The study of literature, music, and grai^ and plastic art 
Is placed next in importance. In these subjects the object 
is to leam to know the nature of artistic expression and its 
relation to life. Hiis Is sou^t not througli informative hls^ 
torical study but through mtimate associations wltii a few great 
works of art For example, a dass will devote a whole quarter 
to the study of Eamkt: first the play will be read to them by 
an eminent actor, then a detailed study will be made the basis 
for class discos^ons, which will incidentally uncover funda- 
mental questions of artistic expression. In the study of music, 
small orchestras are called in to assist, and much of the stu<fy 
of the other arts is canted on In the city museums. This 
group comprises twenty-two per cent of the curriculum. 

All the work b directed toward the development of a true 
social structure m which the thoughts and acts of each indi- 
vidual are led by the conviction that he is serving the best 
interests of society, and that he is oonsckras of his responsi- 
bility to it The dass must gain an Insight into the develop- 
ment of the ideas of right and law^ and of the principles of 
state and sodety. It must investigate how various social 
conditions have arisen, whether they are a necessary develop- 
ment, and how in the future they can be influenced in the 
interests of society. This is, of course, the study of history, 
geography, social science, and economics. Much attention is 
paid to the development of democracies, especially to the re- 
cent history ot Russia and of Germany. Much time is given 
to investigating the historical roots of the new institutions in- 
augurated or proposed by the new German government, on the 
principle that the worker should make a close examination of 
those spiritual movements that seek to change economic and 
social conditions for the alleged benefit of society as a whole. 
To be sure, the country is still in the midst of the revolution 
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and there is a consequent strong consciousness of social shift 
among the workers, so that much interest is centered about 
the study of the principles of democracy and socialism. The 
fmpKflff'ff on the study of Marxism is a little out of proportion 
m an otherwise carefully balanced liberal program. But this 
is a subject constantly forced upon these men outside the 
classes; within the classes it seems to be treated dispassion- 
ately and hi a thoroughly scholarly way, and may help to give 
these students the balamce of liberality so mudi needed in 
Germany's present confusion of passions, thirlyotbree per 
cent of the courses bekmg to this larger group. 

The crowning efforts are meant to come in Intenswe studies 
in philosophy and the science of religion. In these studies the 
chiss seeks the cultural standards peculiar to peoples or to 
whole Qwchs, the intunate knoidedge of whidi should help 
eadi man to build the bridge ^ch puts his own personality 
mto relation with the rest of the world. Here, too, the purely 
historical study is avoided. Fhrst, introductory courses are 
offered to present the character and problems of philosophy, 
and then separate philosophical problems and separate phi- 
losophical systems are studied intensively. 

Fmally, a few courses in pedagogy are presented which are 
meant to test the methods of the Association. These consist 
mamly In lectures on universal education, on reforms such as 
the ground schools," or on the work of the Workmen's Edu- 
cational Association itsdf. The general plan b to arrange 
th€» courses so that any one subject, in so far as it Is adaptable 
to the work of the Workmen's Educational Association, may be 
exhausted hi two or, at most, three years. Three types of 
courses are offered hi each of the groups: first, introductory 
courses wfaidi consist largely of lectures intended to give an 
idea of the scope and purpose and method of later courses; 
thm tihe intermediate courses which are to supply the material 
for the final work; finally, the " Arbeitsgemeinschaft" or 
spiritual workshop itself. In the introductory courses the 
numbers are large, and the lecturer predominates, but per- 
sistent attempts are made to encourage discussion after each 
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talk. In the more advanced work the numbers are carefully 
limited. The intermediate courses seek to have the student 
acquaint himself with the material of his branch of study and 
search for the best method of employing that material. Lectur- 
ing is therefore discouraged, and aU the work is done by means 
of discussions, still directed, however, by the teacher. In the 
workshop the aim is to approach more and more the point 
where teacher and student realize that they are searching in 
oommon. Here the attitude of the student, both in his ob- 
servations and in his conclusions, provided only that the 
conclusions be logical, should be one of strict independence 
maintained in an atmosphere of honest intellectual rivalry and 
sincere con^NUiiiinship. Teacher and students should fonn an 
intimate Gommonalty of workers. 

VI 

It is the duty of the business manager to keep himself con- 
tinuously informed as to how far the organization is fulfilling 
the purpose of imlting the brain worker and hand worker in 
GommoD efforts. He keeps in constant touch with the classes 
by arranging numerous conferences with committees from the 
classes to discuss the aims with the students and to hear 
suggestions from tliem. A meeting of all the classes and 
teachers within one of the city communities is held from time 
to time, in which an effort is made to get faculty and students 
freely to exchange views. Occasionally the entire organiza* 
tion of the whole of Greater Berlin meets in convention for 
similar discussion. I was not privileged to attend such a 
convention, but Professor Merz is said to have conducted 
several wiUi interesting results. The business manager also 
edits a general magazine to 'ti^ch both faculty and students 
freely contribute discussions on the work of the classes or on 
the general cultural problems disclosed to them through their 
work. Perhaps it is simply the new broom, but in the few 
numbers that have appeared thus far the student contiibutioiis 
are of unusual strengfli. 
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The success of the undertaking dq)ends most, however, upon 
the ability of the business manager to build up a body of 
teachers fitted for the work. I have attended meetings of 
the present faculty, and it was impressive to see how thoroughly 
they had absorbed the enthusiasm and the strong convictions 
of their leader. At these meetings the aims and the methods 
of teaching were reviewed^ reports of experiences or observa^ 
tions on the work were made, and general discussions carried 
on which were very lively but were kept strictly to the subject 
under discussion by the chauman. Professor Merz also calls 
frequent group meetings of the faculty, to which he usually 
Invites experts in that particular field from outside the organi- 
sation, as wen as those men whom he hopes to attach to the 
faculty. These smaller meetings are used wholly to review 
flie method and standard of the work, with a view to keeping 
it on the desired level and within the puipose of the Asso- 
datkm. 

The Aasodation has existed only since the fall of 1919. At 
the end of the first year a faculty of 118 members were coo- 
ducting 125 dasses in the ten communities of Greater Berlin. 
All the teadiers were doing this work in addition to their 
regular occupation. They received a oompenaatbn of only 
fifty marks, less than one dollar, an evening. As the Associa- 
tion gains in permanency it will, of course, have to have its 
own faculty. This must practically be created for the purpose, 
principally from men of younger blood who are aUe to adopt 
and perfect the new methods demanded by the new situation. 
Above all, they must be men of strong indivuluality and deeply 
conscious of dieir duty to society. They must not be dema- 
gogues, but sound investigators sanely interested in the edu- 
cation of the people. It will matter little to the Association 
whether sudi men have been teadiers by profession or not, 
but it wHI be of immense benefit to the universities if a goodly 
number from dieir faculty will aid in such work .and thus 
bring the okl system into contact with the new. 

The classes of the Association presuppose the regular ele- 
mentaiy education of the German V^dksschule, corresponding 
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to the work of the proposed " ground schools." Partly to 
supply such preparation to those who have never had the 
opportunity to acquire it, but mainly to revive it for those 
who have long since forgotten, Professor Merz has built up a 
subsidiary organization which offers preparatory courses in 
arithmetic and language. The courses run for twelve weeks 
of two hours each, and are conducted by university students 
reconmiended by individual professors as especiaUy fitted for 
work with the laboring classes. These students are the par- 
ticular hobby of Professor Merz. From their numbers he 
hopes to recruit the future permanent faculty of the Work- 
men's Educational Association, and he therefore watches care- 
fully to see which of the students best develop the spirit of 
cooperation and the power of sympathetic leadership necessary 
for the success of the venture. 

In the larger organization most courses run in four quarters 
of eight evening meetings of an hour and a half each; some 
have two-hour meetings, and a very few meet only five evenings 
in a quarter. The fee paid by the students is figured at fifty 
pfennigs an hour, making only eight marks a quarter for the 
longest course. The fee in the preparatory work is only 
four marks a course. With the mark worth a little over one 
cent this is, of course, a merely nominal fee, meant only to 
express the initial interest of the worker in the opportunities 
offered. Most of the finances must come from the city com- 
munities. Because of the present unsound financial status 
of Germany, and because of the reactionary mfluences that are 
insidiously maziipulating the present political confusion, the 
commumttes aie not so liberal as the success of the under- 
taking warrants, and they are therefore iiupoaing upon ffae 
business management the necessity of subtle economies. Hiese 
are simplified, however, by the enthusiastic and unselfish sup- 
port of the faculty. Meanwhile, the attendance is growing 
by such leaps and bounds that the spirit of the organization 
idll slowly but surely permeate the commimities whatever 
Qkbemeral phases they may pass through within the next few 
years. Then it w^ not only be possihle to perfect the plans 
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of the founders of the institution by building up a permanent 
faculty and paying them [jroperiy for their work, but the en- 
lightenment and sanity and strength developed within the many 
workers of the classes will surely lead the country in the direc- 
tion of sound reconstruction and save it many of the mad ex- 
periments of ignorance. In one essential respect, at least, the 
workers in these classes have a distinct advantage over the rest 
of the country: they are sedous, patient, calm, aod willing 
to open theur eyes. 

vn 

No other city of Germany has developed a Workmen's Edu- 
cational Association so strong as that of Greater Berlin. In 
Munich the bitter excesses uf the two attempts at a commu- 
nistic republic have created a distrust of all jjupular move- 
ments and put reaction in complete control. In Leipzig there 
is an organization for workmen's education which is imposing 
on paper, but actually is in the same hopeless confusion as all 
Uie public institutions of this most radical of the larger German 
cities. The Leipzig worker has not ycL learned that to see is 
better Llian to dream. The new universities of Frankfurt and 
Cologne and HarnburL; show a marked interest in developing 
like movements but they all seem to lack an organizer of the 
power of Professor Merz. Each of these cities is accordingly 
wasting strength in numerous smaller ventures that are com- 
peting where they should combine. At the University of 
Miinster an institute for the study of social science was 
established in the spring of 1920 for the express purpose of 
, offering intensive training to labor leaders, or to students who 
hope to develop labor leadership into a sound profession. 
The founder and head of this institution, Professor Plenge, 
is a man who enjoys the highest respect in academic circles 
as in the im[>ortant labor unions of Westphalia. He is work- 
ing with unusual success in a section where animosities be- 
tween labor and capital are greatest 
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IN MY search dirous^ Germany for those who had fhe 
power to dear away some of the confusion that lay upon 
the countiy and to find some basic force in which the 
people had faith and which could serve as the foundation of new 
standards, I repeatedly met with the assertion that the best 
men of this type had gone into sedusion to keep away from 
the ever more confounding political squabbles and econdmic 
passions of the day. One of the very best of these men, I 
was often told, was a former professor of philosophy of the 
University of Heidelberg, who had been driven from office at 
the outbreak of the war and had retired to a secluded spot 
near Munich. He had published only a single drama and 
a few short articles since then, but his influence among those 
who knew him was so strong and s< cmingly so inspiring that I 
deterniini'd to look him up as soon as I came to Munich. He 
lived out In Tercha, a little village near the Starnberger Lake, 
in a small villa turnished in simple old furniture and secluded 
in an estate of old high trees, with rugt^ed walks along a 
winding brook: a most romantic setting fur the radical i had 
expected to find. The man himself was a tall, well-set-up, 
athletic figure of middle age, with powerful but pleasant voice, 
long curly hair and kind blue eyes. ' Instead of a modern radi- 
cal, he appeared to be a last remnant of the old idealistic 
German students of the type of Karl Schurz, who had led the 
unsucccessful revolution of 1848. In his attitude, his views 
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and hopes, he proved to be just that: " the last Burscheih 
schafter" as one of bis friends later described him to me. 

His idealism had made him a pessimist as to the present 
conditions of Germany, but the kind of pessimist who really 
suffers for lack of being able to fix his faith upon some definite 
and radical reserve of health within his people. The times 
had almost got his nerve, I thought His one gnat concern 
was to keep aUve the essential resource by which he lived: 
the abOi^ to make a sharp distinction between appearances 
assumed by things, esspexMty in a crisis, and what those fhmgs 
really and mwaidly are. " Today," he said, all public ex- 
pressions are merely front, and if any of the natbn*s toers 
daims he has any faith, he lies. He can only hope that, by 
some miracle or other, things may so dear that he can see and 
create agam. At present there Is nothmg genuine. The best 
the poets can do is to fi^t hard to maintain that which is real 
and true about tiungs as they were; but even for that they 
had best retire. Otherwise they will be contaminated by re- 
cent movements, none of which Is free from the black plague 
of materialism, — a materialism that Increasmg^y demanded Its 
toU from the vdiole of German life, brou^t on the war and the 
defeat, and finally the present confusion." 

To him the war was a hopdess mie from tiie beginning, be- 
cause the materialism that waged it was already on the verge 
of bankruptcy. Naturalism, tiie artlstk ewgxtaskia of map 
terlalism, together with Its descendants, inqiresslonism and 
cubism, was already at the point of deatii. In the footsteps 
of Maeterlink and Verhaeren a new spirituality was beginning 
to appear; though it too had its cults and cants^ it did lead 
men away from sham and inspired them to pry into the real 
nature of a thing before they followed it. WTien war came, 
the men of ihis new movement supported it enthusiastically, 
nut be diey believed in those who were carrying it on, 
but because they thought it would create a crisis in which 
men would be what they are, that thus the last remains of 
materialism would be forever killed. But war did the very 
opposite. Man got to be neither spiritual nor beastlike, but 
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merely a machine. So that the new movement was rudely 
shaken, and now it is necessary not only to begin anew, but to 
remove from it a most disturbing confusion. Meanwhile the 
great mass is deluding itsdf with cant of various sorts. 

He then spoke of one movement which before the war had 
best embodied the new spirit and which, he said, may rise 
again and cany it on: a movement by the youth of Germany 
in revolt against their teachers and parents, who were forcmg 
them to deny their personal ambitions, instincts, and ideas in 
favor of the demands of the state. I liad often before heard 
mentioa of tliis movementy and of its unique power and in- 
fluence on German secondary education and the workings of 
the young German mind. Upon A«imiiii«g it i foimd that it 
bad almost swept the famous German system off its feet 

n 

Tlie movement started in 1898 in Steg^tz, a laflier dignified 
suburb of Berlin 00 the road to Pdtsdam. Stegpti had an 
efficient and proud FSnis^an population g^oryiitg in its stem 
loyalty to the demands vriiicli the rising state was pleased to 
make, and fostering an awed regard for Fbtsdam tradi t ions. 
Its sdioolsy especially its c1«isiral gymnasia, were of the most 
approved standards. Two ideals governed tiiem in the edu- 
cation of their youth: the ideal of sdiolarsh^ based upon 
Greek culture, and the ideal of service to the state. But 
die first was strictly subordinated to die second. Hie state 
was a jealous god who demanded love and reverence and pbus 
subordination and fear. As in all German schools, but espe- 
cially in the classical gymna^ there was dose contact with tihe 
church. Hie teachers were all more or less willhig assistants 
to the priests: not only did they open the session with prayer, 
but they were obliged at every opportunity to harmoniae the 
mandates of the stem North German protestantism with die 
obligations due to the state. Duty ruled every phase of life 
widiin Ibe school, untfl the scholar had completely surrendered 
his indhdduality to it and had thus become a modd pupil 
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and the joy and pride of his parents. Whatever interfered 
with thb duty, ttiis stem categorical imperative in which the 
universal law was the state guarded on one side by the church 
and on the other l>y sGhobuahip, was suppressed with much 
pfl{n«»««ng severity and pious zeal by ovenealous servants 
and with much ruthless cruelty by ambitious dimbers. The 
personality of the young German boys was ground down some- 
times into very delicate^ sometimes merely into cruder parts of 
the great automaton. In the small studies of their homes^ 
alone or with a few kindred spirits, these little chaps woidd 
often turn into enthusiastic rebels and feed voradously on the 
ideas of some radical modem philosopher or the visions of some 
rebellious poet. But even among diemselves therei would 
hardly be mention of political action, and once back in the 
school th^ immediately became again the awed and docile 
pupils. Hie litem's school had so easy a success with this 
education that it lived In smug security and was quite un- 
prepared when chance circumstances aroused the stifled roman- 
ticbm hk the youth of Steglits and fired it to revolt - 

Steglitz was a center in which the system fdt comfortably 
secure. It had a lo)ral, sturdy, prosperous, middle class popu- 
lation. Its schools were of the very best with highly efficient 
faculties. In Steglitz lived the aged philosopher and so-called 
liberal, Frederick Paulsen, an uki, kind hearted, typically north 
German fighter, and a puritanical, evangelical scholastic. Phi- 
losophy and theology were one to him; with sincere convic- 
tion he put them both at the service of the state. His ideas 
of school reform were the proud garment in which the system 
hid in Steglitz. He was the kind of servant whom the system 
valued most, because he lent himself so well to use and abuse 
witliout a vestige of suspicion. But because the system felt 
so safe, it brought stronger men into the faculty, and among 
them caught! a personality who insisted on the right of personal 
views. Gurlitt despised those of his colleagues w^ho had syr- 
rendcred unconditionally to the system; he considered them 
shallow or dangerously insincere. Moreover, he did not be- 
lieve in the eternal sanctity of a £xed set of standards and he 
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frankly aired his point of view before his class. " His teaching 
was an undermining of sacred heritages; he put into the heads 
of the youth ideas which robbed them of their peace and 
upset them; he taught them to look upon the world from an 
angle which had never been taugj^t them before, which had 
been carefully kept from them, a poinl of vi^w which led them 
from the proper path and threw many a one heedlessly from a 
carefully chosen career out on to the path of independent 
thinking. He spoke of things that were taboo." ^ Gurlitt 
seemingly was an eicellent though dangerous teacher. The 
system would have got rid of him if he had been merely a local 
of&cial, but he was uncomfortably well known for his writings 
and therefore, acoocdliig to the methods of the system, had to 
be treated cannOy. He had to submit to a great deal of 
chicaneiy by patriotic colleagues. At an offidal inspectioo 
it was finally determined that he was not sufiQciently master 
of his subject to be a worthy teacher. The school quietly 
accepted a good number of his reforms after he had been dis- 
m^sed and danger no longer threatened timid souls, but the 
pupils had been sdzed by a new sphit which presented a far 
more radical danger to the system. 

The quarrels of tbeur teachers had been strongly sensed and 
keenly followed by ihe boys. It made fliem alert and sharp- 
ened the dull rebellious spirit they had timidly nourished in 
thdr private studies. " II teadiers fig^t as to standards where 
they have seemed so certain, then all things may be uncertain 
and we who are young have the most reason to investigate.** 
Because they had been subdued so long, they set out upon this 
search with all the excess of their newly discovered revolu- 
tionary romanticism. Above all, they felt, the search must 
be their own and not in any way directed or interpreted by 
their teachers or even by their parents. Indeed, suspicion of 
their parents was even ^deeper in these rebellious lads than 
suspicion of their teachersVi-Af4:eF-all,:the t^^ers w ere merely 
carrying on their jobs, and their fine talk of ideals was merely 

^ Hans Blueher, Wandervogel, Cbarlottenburg, 1919, p. 35. I have itttfy 
taken details from Uiis most popular but curiously biased histoiy. 
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part of tbe required equipment; there was no pretense of the 
mtiniacy of the home. What makes the revolt so interesthig 
a picture is that it gave the lads their first real taste of youth 
nith all youth's oaviiig for romantic life. 

m 

There never was a system that set out more ruthlessly to 
throttle the basic impulses of yr>uth than did tiie German 
gymnasium of the last few decades, where the classical ideal, 
the religious ideal, even the ideal of scholarship, were carefully 
prepared to make the young; man into an efficient instrument of 
the state. All free movement was carefully controlled so as 
to prepxire for this main purpose. " The school had to exert 
every ounce of its powers so to train the intellect of youth 
from the start that at a certain stage of its maturity it could 
not help thinking according to the wishes of the state and 
acknowledging a high degree of probability to the ideals 
which were preached in school." * This process was so per- 
sistent and so carefully clothed in almost all the high and 
accepted ideals of the age, that only a few escaped and these 
few only after loneliness, pangs of consdence, and persecution 
by their friends. In Steglitz, however, conditions were ripe 
for a most natural reaction to overstressed order; and so it 
happened that the German youth burst forth there in the 
greatest of theur spontaneous mass movements to free 
themselves from artificial bonds, an outbust of repressed in- 
herent romanticism. At bottom was a deep spirit of revolt, 
and among a few consciousness of revolt, against the system 
and its professional teachers and most of all against the parents, 
who ui^eld system and teachers instead of b&ng thdr sons' 
friends. Where such consciousness was strong it sometimes 
violently snapped accustomed bonds and created a cynical 
and nihiUstic attitude toward all culture^ but there was some- 
tunes a sane reserve. In the early days of the movement one 
boy writes to another: " You write that love for our parents 

* WmdentoiO, p. 7S< 
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is a phrase that we have outgrown. Don't you beUeve itl 
Out of love for us only do our parents take these steps that 
bring us to despair. The tragedy of it is, that they do not 
understand us and have quite a wrong conception of the char- 
acter of our inclin?itions. But it is terrible that we must show 
them gratitude for that which makes us so unhappy. That 

really worries me." " 

The leader of the movement was not a reckless spirit simply 
seeking a chance to lead his fellows on mad escapades in order 
to sow wild oats without restraint. He was rather a romantic 
rebel of the t>'pe of Karl Moor, the hero of every German 
sentimental youth whose passion is to be himself, who is con- 
scious of ideals which he thinks better than tliose which society 
imposes, and who devotes his life to winning respect for them in 
the face of social opposition. On Sundays the leader would 
take his friends out on an all-day hil^e, and at night they would 
lie about a camp fire on the open heath, airing their grievances 
and talking of things that were taboo at school; and Karl 
Fischer, or " Crazy Fischer," as the boys called him, would 
try to inspire them with his ideals. He was none too clear, 
it seems, about these ideals, and therefore could not give a 
very definite direction to the movement at the start. But he 
was very serious and very much respected by the friends he 
gathered about him. While he was a romanticist with a 
strong passkm for freedom to be himself, he insisted, like 
Karl Moor, on the severest self-diadpline. He was a passion- 
ate nationalist, because the foreign was unreal to him and he 
feared to come mder its influence. He loved to revive old 
Germanic customs. As the most solemn celebrations of his 
organization, he reinstituted old Germanic rites around bi^ 
bonfires on the nights of the summer and the winter solstices. 
While he was willing to discard the accustomed ideals of home 
and church and militaristic state, he insisted that the new ones 
must be found by fighting for self-possession against the in- 
ward tendency toward escesses and pasaons* Therefore^ 
though Ihese young lads were in revolt against Ihdr dders^ 
they still rommandfd not a tittle respect 
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At the very outset Karl Fischer was intent not upon a 
local club but upon a large national orp;anization, independent 
of the school and founded and maintained by youth. Although 
the school forbade all such societies, Fischer managed to dis- 
cover a way out of this difficulty. He found a number of 
parents in Steglitz who believed in his sincerity and trusted 
his intentions. They formed a " Committee for Scholaxs," as 
they callt ci it, which functioned as the ofticial organization but 
did nothing except protect the boys against interference ai:d 
supply funds when necessary. The boys enrolled their names 
with this committee in a so-called Scholarenbuch which be- 
came famous as the real record of the movement. Tliey called 
themselves W andcrvogcl , birds of pa?sn,£:;p, for their most dis- 
tinctive mark was simply that they wished to S2;et away, w^hen 
possible, and wander out into the open heath or the hills and 
forests, so as to be by themselves. The first long hike was 
conducted by Karl Fischer in the spring of 1898 into the 
Bohemian forests, Karl Moor's favorite haunt Later, as the 
movement spread rapidly over Germany and Austria and into 
Switzerland, short tramps were arranged for every week-end 
throughout most of the year. For the school vacations long 
hikes were organiased that took the boys through Germany 
and into those parts of foreign countries, preferably into 
Russia, where German settlers abounded. The Wandervogd 
is described as " a brown, dirty fellow with a soft felt hat, 
somewhere a few green, red and gold ribbons, on his back 
a rucksack and over his shoulder a sooty pot and a guitar." 
They scorned hotels and mocked at the rain and generally 
gloried in their health and freedom. They delighted in their 
similarity to the Traveling Scholar of the Middle Ages, studied 
his habits and his language and even imitated his dialectics. 
There was no tendency, however, to Imitate the habits of 
[ drmking and duelling of the modem Goman univeisity 

student, though in the early days the membeis did at timeB 
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enter an inn and mildly carouse for an evening. Mostly they 
sat about the fires with groups of boys from some distant 
locality whom they had joined on the march, and discussed 
conditions of home and school; rinding that everywhere the 
same situation prevailed and the same need of change. 

On their hikes they met and fraternized with tramps, letting 
the magic of tramp slang play upon them and adopting much 
of it They listened to their stories and their songs and made 
a leooEd ol many of them, especially of their epics. At first, 
as they marched about, and at their fires in the evening, they 
sang the soiigi of the Revohition of 1848 and some of the 
rebellious German student songs, but as they came into contact 
with the simple folk in the hills and forests ol Germany and 
on the marshy hea^is^ tiiey discovered a new store of folk 
songs wliicb tl^y eagerly snatched up and set to music for 
the guitar, the magic of which instrument, they claim, had 
been long lost in Germany and was rediscovered by tbeuL 
TTiese folk songs one of their leaders, Hans Breuer, collected 
and published under the title of Zupfgeigenhansl (Pick-fiddle 
John). It represents a real contributioD to German popular 
song, and is, according to the statements of experts, the best 
collection that ever has been made. 

V 

So these young rebels grew into a healthy lot, who reveled 
in nature and let it sharpen their senses and cleanse their 
appetites, who tau|^t each other the loyalty of friendship and 
m a most natural way strengthened national consciousness. 
But whatever these benefits they were still rebels, and were 
slipping more and more from the control of their teachers. 
The school, true to the character of the S3^tem, did not dare 
proceed openly against the organization, though the more con- 
scientious a teacher was in his institutional duty toward youth 
the more he felt himself obliged to stamp it out in spite of all 
the good it was producing. The teachers engaged in petty 
jealous chicaiieiy. Hie leaders in the Wmideroogel called 
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tfaemsdves Backanis bom Hbe title of tbe leadm of the old 
TraveEng Scholars, derived from w^am or vagits and having 
no connection with a possible worship of Bacchus. But Ihe 
zealous philologians on the faculty were studiously cardess 
in ezamlDg the title, read it BacckmUs, and raised a cry of 
intemperance against the boys. A fourteen-year-oM boy, 
writing a composition on his vacation days, gave an enthusi* 
astic description of a hike, in the course of whidi he said, 
^ We caroused until four in the morning." The teacher at once 
made a case of discipline of it The examination of the boy 
proved the composition a mere piece of imagination, still the 
teacher drew a fat red line under the remark and inserted 
tlie exclamation: "Lie!" The poor eliap was disciplined and 
forbidden to take part in further excursions. The incident also 
served as an excuse for passing a rule that henceforth over- 
night excursions should be forbidden to boys under sixteen. 
These methods, however, only knit the boys closer together 
and brought to light more clearly the essential healtli and clean- 
ness of the movement. Therefore the system was forced to 
proceed " cleverly." The teachers set out to praise the move- 
ment extravagantly and to patronize it. They clt thed it with 
their own regular patriotic motives and attempted to send 
into its rank those upon whom they conld depend to make 
it harmless. I hen they solicited invitations from the boys 
to join their hikes. They hoped that, once participating, their 
standing would quickly put them into a position of command, 
and that they would soon v;'m the boys back to the authority 
of the school. At first the boys were on their guard against 
such interference, but when the movement grew to large pro- 
portions and its organization became more complex, dissen- 
sions occurred within the ranks. The teachers with their 
authority then had a better chance to interfere, and they v«y 
nearly killed the spirit that had originally called the move- 
ment into being. 

As long as Karl Fischer, the fotmder and romantic idealist, 
could watch over the movement and keep its idealism and 
romanticism fresh, it lan little risk of successful interference 
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by the pedagogues. Fiadier was an absolute mooaidi in bis 
way and tolerated so opposition. As the movement grew he 
tried to bold fast to liis autiiority by assuming ever bi^ier 
sounding titles. But by the tune he was about to eichange 
tiie gymnasium for fbe univeraily, his organization was over- 
devdoped and factions were aptittmg off. A reaction set In 
against his authority and against the extreme primitiveneas of 
his romantic ideals. The richer boys wanted to enjoy ex- 
pressions of their freedom in more refined ways. Instead of 
hikes they organized wagon and automobile tours through 
Germany with elaborate botd accomodations. Of course, they 
lost their spirit of revolt, and with it the appeal to youthful 
romantidsnL At oooe the teadiers protected this new fisction; 
soon th^ were in control of it and were able to mahe larger and 
larger inroads upon Fischer's following. Fischer put up one 
last fight when he saw his followers dwindling. He called 
' his friends out IdLo the heath to the old camping ground. 
There they met at night about a huge fire and looked their 
situation in the face and decided to stand up against it. They 
renewed their oaths of allegiance to each other and went back 
confident of victory, took up the fiuht, and not long after were 
again in command. Because of the protection that the 
" rational factions ' enjoyed, they were freer than ever from 
authority, except for that of Fischer. 

But when Fischer went to the university, he had to leave 
the direction to others. Because the \Vandervo<^eI was now a 
large organization it systematized it'^elf and sought more help 
from teachers and was soon split again into various factions. 
When Fischer angrily interfered he was tried by a " court of 
honor/' composed largely of elders, and ousted. 

VI 

On the Rhme lived an dderly gentleman named Jansen, 

who had a passion for 3^uth and was fascinated by the spirit 
of the Wandervogel. He, too, disliked the system and believed 
he could help his nation by darilying this revolt He con- 
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tributed libeiaUy of his weallh^ spread Wandervogd pfopa* 
guida tfaiott^umt the countiy, and helped to oiganise many 
brandies throug^ot South and West Gennany. But Janaen, 
being older, ivas more a free thinker than a primitive nmianp 
tidst He undertook to free the movement of false Ideals and 
to Introduce a more rational outkx>k. In domg so, he created 
new discords and introduced subtle differentiations that only 
gave the sdKiol a better diance to get control. 

Finally a friend of Fischer's, Hans Breuer, imdertook to 
revive the original spuit of the Wandervogd and created the 
Wandentogd, Deutscher Bund, from those who were m 
sympathy with him throtij^ut the factions. He revived the 
traditions of the Traveling Scholar, and with the guitar con* 
ducted the remarkably successful seardi for hidden German 
folklore; His love for nature made bun an enemy of alcohol, 
and he urged abstinence upon the members of the Bund, The 
interest in nature of these " unbaccfaanalian Bacfaants'* is 
said to have been very keen, and on their jolly hikes tfadr 
interest in folklore grew and took the place of the traditional 
student songs. The Zupjgeigenhaml is their lasting con- 
tributkm to German culture. Tliese boys commanded respect 
nberever they went 

Again the system saw its chance, and teachers and dders 
Insinuated themselves. On the basis of the dean morals of the 
boys they started a movement among them to pledge them- 
selves to total abstinence and consistent democracy in their 
social orfjanization. They systematized and spoiled and 
caused dissension. Because tlie boys were clean they per- 
suaded ihem to allow girls to join tlieir ranks. While tlial 
was successful for a time, a constant emphasis on the delight- 
ful simplicity of such companionship forced a distorted con- 
sciousness of the relation of sex upon the youtli, and made 
that relation artificial. They managed to induce the Bund 
to accept into its ranks the boys of lower schools, and thus 
brought in a new element which could not easily be absorbed. 
When the movement was thus weakened, the teachers took 
control, so that they were soon in commaD4 of every phase 
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of the original revolt. "Ten years had passed. The 
Wandervogel movement had its beginning m a revolt against 
the pedagogues and parents in order to go its own ways. An 
enmity had broken out between youth and old age. In this 
enmity youth had developed, had built up a rich culture, and 
had found many a thing that had formerly been kept from it. 
Now it set about finding a reconciliation, — and inevitably it 
had to sink." 

vn 

When the movement was sufficiently weakened, the school 
no longer hid its purpose. It arbitrarily put in teachers as 

leaders ever^Avhere. If it met with opposition it adopted stem 
discipl inary measures. Just before the w ar many a youngster 
had to suffer under its persecution. The state also had its 
say. It set about to change the enthusiasm for German 
national character back into systematic loyalty to the state, 
and the desire for outdoor life into a system of military drill. 
The Wandervogel was to be the backbone of the German Boy 
Scouts or ' V'oung Guard," as the War Office called it. When 
this last move was made, many of the youngsters threatened 
a new revolt. Tn the summer of 19 14, however, General von 
der CJoltz, h ilciing a grand review of the Young Guard at 
Heidelberg, fired them to such a patriotic heat that they pub- 
licly denounced their former ideals and openly broke with those 
who still insisted on them. It was for championing this de- 
nounced minority that the Professor of Philosophy, who first 
told me this story, lost his position at the university. 

It is well worth noting, however, that the spirit of revolt, 
and a strong consciousness^ of the artificiality of the system, 
was extremely active in Germany before defeat brought the 
system into disrepute. To this spirit many a man is now 
pinning his faith, and is anxiously looking for the time when 
it will appear again as strong and healthy as it appeared in 
these boys in the da}^ before the war. There are only a 
very few of these hoys left. When the war broke out, they 
saw in it the hour when men would throw off artificiality and 
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become themselves; or else they saw their oountiy in distress 
and had no time or patience to analyze the system's responsi- 
bility in bringing war about. What fiery romantic youtli 
would have done otherwise? They were among the first and 
the most reckless in battle, and the system, of course, did not 
have die interest nor yet the wisdom to spare them. So today 
they are gone or broken, but faith in their spirit still remains, 
and this spkit may yet become active and take a strong part 
In leading the country out of its confusion. 
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IV 

THE PEOPLE OF BERLIN AND THEIR THEATRE 

I 

IF THE Prussian state of mind, in its present confusion 
and its efforts to find a way out, can be read in any one 
institution, it is in the attitude of the people of Berlin 
to their theatre. They feel that in every practical activity, 
as well as in their rather helplessly childish but laborious 
attempts at political reorganization, they are not masters of 
themselves but subject to the endless ol)ligations which de- 
feat has heaped upon them. Even though ihey are at work 
as busily as any nation is today, tliey go about their work 
with the staggering dullness which comes from a growing 
realization of defeat. Work is both a p*.iriacca and an opiate 
to them, but does not as yet express consciousnes of accom- 
plishment. In the theatre, however, they are free: free to 
exhibit the heavy scum of passions which the war produced, 
and the distorted growth of recent decades v.hich the war 
has brought to light; but free also to express whatever attempts 
at clarifying are going on beneath, attempts which are being 
watched longingly by an ardent minority. In the theatre, 
they claim, they are trying to find means of expressing them- 
selves as they now are; there, they say, they are allowed to 
be themselves, and can still put into s3mibols and symbolic 
action the forces by which they hope to cany on. 

Both in theory and by long tradition the theatre in Germany 
is quite a different institution from the theatre in America or 
in England. It is essentially neither a commercial imdertak- 
iog nor a place of entertainment, but a national forum for 
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self-opression. It still sbows dearly that its real beginnings 
lie nat so much in the attempts of the church of the Middle 
Ages to bring its miracles vividly before the people, or in 
popular pageantry, but rather in the pulpit of the Protestant 
reformer, in protesting German philosophy, and in humanistic 
idealism. The history of the German theatre is not the story 
of the increasing success of playwright, manager and actor in 
discovering the temper of the audience and humoring it, of 
putting a play across " in Broadway style and making large 
fortunes. That has been done in Germany, of course, as long 
as there has been a theatre. But plays of this nature are 
not allowed to appear in the subsidized public theatres or even ^ 
in those private theatres ^vhose managers profess artistic 
standards. They have large tinseled houses of their own 
that make their appeal frankly to those who seek mere 
entertainment. These theatres are often very prosperous 
while the others must depend on subsidies, but they do not 
command popular respect and their plays are soon forgotten. 
Throu^iout the German people there is unusual different!- 
atioD between a show and a drama. The drama must produce 
characters and the characters must be representative of the 
life the nation is leading or would like to lead. It must ex- 
press the basic forces of the nation, its essential common 
standards, in characters that will reveal the people to them- 
selves. So the people sit reverent and puzzled, often, before 
the drama and, in an attitude of expectation, let its visions play 
upon them. Most of the dramas that the German people now 
call great were but little suited to the stage on which they first 
appeared, and were full of unaccustomed vision to the audi- 
ence; but because they gradually and forcibly disclosed the 
people to themselves they were accepted as great national 
possessions. 

The theatres at which these dramas appear do not advertise 
m newspapers excepting for a brief announcement Dramatic ^ 
critics, therefore, are not press agents in any sense but seriouis ^ 
students of the drama who jealously watch over Its function. ' 
The greater freedom of the press, resulting from the revolutSon, X 
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has made them even more exacting than in the times when 
royal patronage had still to be in some measure considered; 
tfaougb it is expressive of the part that the drama playa among 
the people, that in no phase of public life has arbitrary royal 
interference been less successful than in dramatic criticism. 
Even the sneering displeasure of the Crown Prince at the fir^\, 
performance of Hanptmann's anti-militaristic Festival Play 
in 1913, which was to celebrate the hundredth anniversary of 
Napoleon's fall, succeeded in influencing hardly a single one 
of the better critics of the day. 

n 

The theatre, therefore, assumes a role of first importance in 
the struggle of the people for a new direction to their existence, 
and all the forces of this struggle come together and clash 
furiously on the stages of Berlin. The fury of this struggle 
results from the impact of four principal forces: the old 
theatres of the crown that have been turned over to the state 
and are eipected to be the great popular forum for the ex- 
presaions of the new democracy; Uie great Berlin Drama 
League that has sprung spontaneously from the so-called 
lower classes as an expression of themselves; the theatres of 
Reinhardt, who claims to be able to unite a oommerdal ven- 
ture with the ideal of preserving for the people the best of 
thar dramatic expressbns; and finally the more or less franUy 
commercial ventures that measure the desires of the people 
merely by boz-office receipts. 

The last class naturally comprises the largest number of 
theatres, especially as the picture plays must be included. 
The latter are drawing tremendous crowds in Berlin today as 
they are eveiywhm. Because of the large salaries it can 
afford to pay, the moving picture industiy is drawing upon 
some of the very best and most oonvindngly artistic actors 
of the country and on the foremast scenic artists. But the 
very best efforts of the artist are turned into sensational 
effects tiy money-mad managers, who, by the promise of a new 
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refinement in excitement, lure the crowds to stupefying 

entertainment 

The other entertainment theatres are an equally soiry sight 
Here all the degrading influences of war and defeat, of profit- 
eering and senseless passions, are exploited. Hie Miews 
are crude, splashy, and poorly played imitations of London 
mudc halls, mixed with awkward attempts at French sug- 
gestiveness; the comedies are disgustingly sensuous and extrav- 
agant and the more serious shows play to fhe dieapest 
war-time passions and prejudices of the audience. £xcq>ting 
for the motion picture houses, however, all theatres of this 
dass are exceedingly expensive, so tibat they attract only flie 
very rich, or rather that large class of people itbo, by war-tune 
speculations, have temporarily come into a large amount of 
spending money. That this is a passing crowd is as plain as 
it is fortunate, and, its money gone, its theatres wHl go with it 
Today the number of these theatres is rather greater than 
before the war. Then Berlm could boast of several private 
theatres whose managers had the highest standards and, not 
bdng interfered with by suggestions from the court, often 
supported venturesome dramatists who were opening up im- 
portant new pafts for the drama. But the refined audience 
that supported such theatres has been financially ruined by 
the war, and the managers, in order to live^ are forced to 
draw the crowds of profiteers and to pampet their duO n^ves 
with large doses of strong stimulants. It Is interesting to note 
that in the judgment of almost every reputable critic of Berlin 
the famous Sudermann is rated as belonging to this category. 
He maintains a theatre of his own, where every season a new 
play or two of his is produced before an audience that likes 
the carefully respectable way in which he excites its nerves, 
and which remains loyal to him, as an addict is loyal to his 
stimulant, in spite of the warnings, anger and ridicule of 
critics. The compndi ion of the Sudermann audience seemed 
very different from that at any other theatre of the city. It 
appeared to be composed of that remnant of the upper middle 
class and of officialdom that has known bow to escape the 
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financial ruin that the war brought to most of them. It has 
retained Sudermann to entertain it with drawinK-room inde- 
cencies and comforting satires on the new order^ which it 

hop^ will soon pass over. 

However numerous the class frequenting the theatres ot this 
jTenerLil ty[)e, it is an inactive class and one of stupid spirit: 
not at all expres-ive oi what the public ultimately will demand. ^ 
It is simply a sym[)t()m of the post-war disease. The attem^jts i 
to stamp it out arc indicative of what may ultimately be ex- 
pected of Germany. All the remaining theatres, those of 
Reinhardt, of thp state, and of the People's Drama League, 
arc working with varying degrees of honesty and success at 
the process of self-expression. 

in 

As far as I could judge from a personal interview with 
Reinhardt, be is absolutely convinced that his theatres arc 
serving only the interests of the best drama and are devoted 
to enrichinp: the literary tastes of the people. He is, clearly 
enough, a masterly genius of the stage, rather than of the 
drama; but in his ideals he is deeply sincere. By almost all I 
dramatic critics of Berlin, however, and by a large proportion 
of the public seriously interested in the drama, Reinhardt is 
passionately hated as a man professing an ideal, but in practice 
seeking merely to please in order to enrich himself. In a 
large mass meeting of Berlin workers, for example, called to 
discuss the relation of the drama to the people, I heard every 
mention of Reinhardt, even w^hen casually made, answered by 
an anirry sneer from the crowd. Neither Reinhardt nor his 
critics are altogether right. As I will try to show, Reinhardt 
has got on a curiously wrong track and is reluctant to leave 
it. The passion of his critics is largely due to the extreme 
jealousy and pride with which they guard their ideals of the 
importance of the theatre in the scheme of national life. 

Aside from a few commercial ventures such as the Theater 
des Western, where reviews of conoic operas are staged in the 
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new extravagant Berlin style, but in connection with which 
Reinhardt's name never appears, be controls three theatres: 
an experimental stage, called the Kanimcrspiele ; the old, his- 
toric Deutsches Theater, which for forty years has been the 
pathfinder of the German drama; and his new immense circus 
theatre, the Grosses Schausptelhaus. The Kammerspiele is a 
small experimental stage of the highest order, where modern 
plays of all nations are tried out, or modernized studies of 
older plays are staged, by the best actors in Reinhardt's em- 
ploy. It deserves much credit because of its broadening in- 
fluences, but it is an exclusive club for connoisseurs, so to 
speak, small and very expensive. Because its influence upon 
the public is indirect only, it is not appreciated as it deserves. 
Moreover, much of the time of the very best of Reinhardt 
players, men like Moissi and Krauss, two of the most talented 
actors of the Gennaa stage, is occupied by the Kammerspiele 
so that they can appear only occasionally before the larger 
audiences, which strongly resent such treatment 

In Reinhardt's two remaining theatres the prices are popular, 
and a repertory is selected with the avowed intention of giving 
the people the best drama in the best possible setting. It is 
intensely interesting to observe that popular opposition to 
Reinhardt sets in at this very point. When democratic- 
Germany shook off the influence of the princes from the many 
court theatres, it wanted no substitute for their authority. 
Because Reinhardt presumes to educate them from above, 
they resent his attitude and mistrust his acts. If he had 
strongly persisted in his attitude, he mig^t have convinced 
the people, but, instead of that, he made apparent concessions 
in organization and tried to flatter their whims in the pro- 
duction of his plays. In both respects he is tragically in the 
wrong. Through the attempts to please the audience the 
artistic quality of the Deutsches Theater, even, has seriously 
suffered. With each new play produced the effects become 
more striking and sensationaL Thereby his intentions become 
more obvious to the audience, and its anger turns into mock- 
ery and scoffing. 
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The Grosses St hauspielhaus is an old circus, skillfully trans- 
formed into an immense theatre seating over three thousand 
people in a semicircle about a gigantic stage. This consists 
first of a large but somewhat shallow picture-frame stage of 
the ordinary stjrt. in front of which a spacious oblong platform 
extends out into the aufhtorium. Below thi-; second stage 
runs a wide, deep pit beneath the level of th( front seats. It 
is not at all a stas^e as we know it, but a tremendous forum. 
With the Greek drama Keiiihardt has achieved remarkable 
effects upon this stage, but it is an impossible arrangement for 
a modern drama that docs not depend upon spectacular 
crowds for its effect. When tiie crowds are not in the pit of 
the stage, the actors must so strain their voices to carry across 
the expanse between themselves and the audience that 
that struggle dccupies the attention of the audience to the 
exclusion of the drama. When the crowds fill the pit their 
e£fect becomes so spectacular that again the real dramatic 
effect is lost. I saw an excellent performance there of Remain 
Rolland's Danton; excellent, in that each separate part ivas 
admirably interpreted by very able actors j but Danton's roars 
would not let you forget that you were sitting in a former 
circus, and in the last act the trial of Danton before the 
revolutionary tribunal and in the presence of the turbulent 
crowds of Paris was so magnificently exciting that Rolland's 
part in the creation was entirely lost One feels that Rein- 
hardt has grown jealous of the popularity of the startling 
effects of the screen and has determined to compete by offer- 
ing large cinematograph effects upon this stage. The theatre 
very clearly is a failure, however honest Reinhardt's intention 
may be. But it is a costly undertaking and one he is there* 
fore reluctant to abandon. To maintain it, however, his plays 
are becoming more and more spectacular and less and less 
artistic. Reinhardt's unusual genius may find a way out. He 
claims that the problem is complicated and fascinating and 
that he has not yet been able to discover the real possibilities 
of this stage. Meanwhile the opposition is growing from day 
today. Thedtstrustof him may soon be so deeply rooted that 
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no solution will be able to convince. In order to attract an 
audienoe lie irill then be wholly dependent upon seosatiooal 
effects. 

In the summer of 1920 Reinhardt startled the theatre world 
of Germany by announdng tet he had retired from afl of his 
Bertin theatres in favor of his friend Max HoUaender. After 
the first shock the Berlin critics simply discounted this state- 
ment HoUaender, vdio Is a ftewd manager, they considered 
simply a dummy; and they believed that Reinhardt was tryhig 
to escspe the increasing storm of criticism to be free, the 
better to carry on a difficult fight he was waging with the 
state authorities over the heavy amusement tax. As a matter 
of fact, Reinhardt's activity at his Berlin theatres has decreased 
but little. He is devotmg much time to an important venture 
in Austria, and in the late fall of 1920 he made an elaborate 
tour with a picked ensemble throng the theatres of Scandi- 
navia; but he is also puttmg in a good deal of hard work at 
his old theatres, much as before. 

Just before he publicly announced his retirement, but when 
the rumor of it was alrouly widespread, I had an opportunity 
to question him In his summer castle in Salzburg, Austria. 
There he outHned his attitude toward his Berlin activities in 
idealistic tenns, but dearly showed the strain he was laboring 
under because of the criticisms resulting from the direction 
m iriikh his drcus theatre was fordng him. The Beriln 
tiieatres, once the leading field for the development of tiie 
stage and the best drama," he said, " are seriously in danger 
of decay. The Prussian passion for work and efficiency, 
powerfid enough before the war, is only heightened by the 
necessities imposed upon the country by defeat. People of 
Berlin no longer have leisure to enjoy art as it must be enjoyed. 
They go to the theatre as tired business men do, with ragged 
nerves, and demanding excitement and sensation. Meanwhile 
the moving picture industry is drawins: the actors away from 
the best theatres. The star system is again forcing out the 
repertory procjram. To produce the best plays you must 
have a company of first-rate actors, so that every part is taken 
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by an artist, and you must keep theoi fresh by a repertory 
program which demands much devotion and understanding of 
the drama, as well as much time. The high salaries in the 
motion picture industry, especially attractive now that living 
is so high, have seriously irn[jaired the devotion to art. When 
first-rate actors are asked to play secondary parts, they prefer 
the large salaries of the motion picture manager and thus spoil 
the chances for an artistic ensemble. Then, too, the state 
finds it necessary to levy a tax as high as thirty per cent on all 
box-office receipts instead of coming to the help of the theatre 
as it did once. This makes for very high admission fees and 
ocMisequently a greater dq>endence of the director upon the 
whims of the audience. As a result the Berlin theatie is 
rapidly imdeEgoing a diange. Tlie repertory program has 
tSoK^Ay disappeared from a number of the b^t theatres and 
some annual hit is being featured in Broadway style,'' 

Reinhardt bdieves that good plays simply cannot be given 
in artistic fashion on the star plan* It certainly is a fact that 
the high standard of the German stage was achieved only 
after the star system had made way in favor of the repertory 
theatre. It is equally true that wherever the star system is 
introduced today, crude and sensational entertainment takes 
the place of the old artistic repertory. Reinhardt professes 
that he has retired to avoid devoting himself to that sort of 
thing, though the change makes it possible for the theatres to 
amtinue, and to hold their good actors because they are not 
required to attend idieaisals after the season's play is once 
well started, and consequently have considerable spare time 
to sell to the motion pictures. In Berlin, Reinhardt thinks 
only the large people's playhouses like the circus theatre will 
be able to maintain the old artistic program. The tremendous 
size of sucb a house makes it possible to sell admission at a 
low price, to get an imsophisticated audience receptive to ideal 
effects, and thus give the actor and director a proper atmos- 
phere in i^ch to work. The large recdpts also eoaUe the 
payment of good salaries to the actors. 

However, as akeady indicated^ Reinhardt is not acting boldly 



Digitized by Google 



BERLIN PEOPLE AND THEIR THEATRE 69 

in acoocdance with his eipiiesied convictioD, Iwt Is allowing 
iilmself to be drawn into an endkss system of compromises. 
Even tlie People's Theatre^" as lie deUi^fs to call his Qrones 
Sckauspidkaus, is becoming more and moie a spectacle, xaUwr 
than a stage npon winch the nation's best dramas are Inter- 
preted lor the people. So Reinhardt has lost caste today. 
But this is simply because in the national misery the Ideals 
to which he was pediaps hooesUy aspiring have been nested 
in favor of his practical activity as a producer. Reinhardt 
Is an actor and an unusually mgeuius manlpuhitor of stage 
effects. Of the stem ideals of the German drama, and of its 
intimate relation to the inner life of the people, be has been 
an ardent student, but is not a naturally endowed Interpreter. 
A growing consciousness of this accounts, no doubt, for the 
popular spirit of mistrust in which he Is bebg shunned by 
those who are searddng the visions of their poets to help dear 
away thdr own confusion. 



IV 

When, with the revolution, the state assumed control of the 
old court theatres of Berlin, it concentrated all its efforts at 
reform upon the theatre devoted to the ^ken drama. In 
those early days of the revolution the state officials were not 
only extremely radical, but were amusmg themselves and 
frantically seeking popular favor by proposing immediate 
leallzatlbn of Utopian theories for popularising the Institutions 
of art. The theatre employees, both high and low, organized 
a sort of soviet of tfadr own. Yet the changes actually effected 
were unusually sober and rational. There seems to be no 
doubt that the almost reverent attitude of Germans toward 
the drama acted as a powerful check upon over-hasty oper- 
tions, although it must be admitted that some of the Utopian 
proposals wouhl have cost the stete far too much. The moat 
m^rtant change effected was to oust from the Kaiser^ own 
Uvge theatre m die heart of Berlin die old officials who had 
been subservient to his ^iiiims, and to appoint as general 
manager Dr. Leopold Jessner, who Is genuinely libersl In his 
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views and has also won an enviable reputatioii as a thorough 
as an able interpreter of the drama. In talking 
to managers of other large city theatres I found only the 
highest respect for Dr. Jessner's ability, and never once heard 
mention of his politics. Dr. Jessner was given complete con* 
trol of the theatre and of its work. He enjoys the confidence 
of the puUic, and the state is wise enouf^ to see tiiat in matters 
of artistic standards constant interference by an always chang- 
ing popular taste is detrimental to the people's good. 

llie theatre was made accessible to the people by issuing 
very reasonable subscriptions to its repertory, and by turning 
over a large part of the house for several evenings of each 
week to the People's Drama League. Because of the financial 
embarrassment of the state this policy has not yet been fully 
realized. On first niglits and at other gala performances sub- 
stantial prices are still being charged so as to flatter the 
profiteer into invohmtaiy contributions to a popular institu- 
tion. Nevertheless the state pays to Dr. Jessner's work a 
subsidy of many millions marks a year. 

Dr. Jessner Is the very antithesis of Reinhardt Abeady 
he has swept the tinsd of the Prussian trappings off the former 
emperor's favorite stage. He believes that instead of working 
by means of mass effects in decoration, chorus, ballet and 
other such stimulants for tired nerves, the stage should seek 
its effects by presenting spiritual conflict as directly as possible, 
In a sunple, convincing way. He believes that audiences 
must be educated to this kind of performance and that sun- 
pUdty will most surely awaken in them a healthy reaction 
to art. His genius lies in his ability to impart to his actors a 
thocous^ knowledge of the peculiar character of the individual 
plays, to train them in a rich and dear diction, and by sunple 
effects to reduce backgroimd and costumes to a symbolic pic- 
ture of the action. Throug^i the extreme simpHcity of die 
decoratums and costumes, he forces the i^le attention of 
the audience upon the spoken word. Because of the excdlent 
training hi dear diction idiidi he gives Ins actors, be produces 
nmarkable effects and succeeds In whming dose attenticm 
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from his audience. It would never occur to a Jessner audience 
during one of his successful performances to interrupt the 
play with applause before the final curtain drops. At times, 
to be sure, his eiqwessioiiistic theory leads him too far and " 
his symbolism appears a mere caricature; but with a reverent 
audience even an experiment that dares too much will succeed. 
Jessn^'s simplicity so well expresses the transition from court 
to people's theatre, that when he becomes too subtle the 
audience tends to blame itself rather than the director. The 
attitude of the old court audience that still persists in visiting 
the theatre also rabances Jessner's popularity. At the end 
of a new interpretation of an old favorite a part of the audience 
often will applaud wildly, while the smaller, older group will . 
hiss and raise the cry: *'We want our old stagel.*' That, 
too, gh^es the people a new sense of their freedom. 

Examination of the repertory under Jessner's du-ection does 
not disclose a very radiod change from the days of the court 
Iheatre. The difference lies rather in the truer, freer spirit 
of theur iuterpretatkm. Hie old system was wise enough to 
play the nation's classics. It was more through the distri- 
bution of emphasis that it undertook to carry on its " dever " 
educat&>n. Only In patronage of modem audiors did it openly 
show favoritism. Like most German directors lAen lliey have 
airrived at the head of their profession, Jessner deUjo^ts ui 
winnmg startling ^ects from new interpretations ol Shake- 
speare. He plays Schiller as the old court theatre never saw 
him, openhig up before the people the ^diole fervor of 
ScfaUler's revolutionary ardor and letting tiie pathos of bis ex- 
hortation to national restraint make its irresistible appeal. He 
has not yet had time to introduce his own ideas of Faatst, but 
of the nineteenth century classics, particularly those of Hebbd 
and Kleist, he has given excellent productions. In accordance 
with the ooDunon German taste, his favorite modem dramatists 
are Hauptmann, Wedekind, Strlndberg and Ibsen. But he 
disregards the eariy work of Strlndberg and concentrates xspoai 
tiie quiet, tfaou^tful, far more spiritual bter dramas; he 
drops entirety the later problem plays of Ibsen and tries to 
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make hia audience intimate witii Hie soul of Bfaad and of 
Peer Gynt and tfae inner oonflid of Hakon and of Skide. 
Among the yomigest dramatists he favors those idio approadi 
nearest his own interest hi inner spiritual action. Heeqiended 
much effort, while I had the opportunity of watching him, in 
"attempts to rescue Hans Franck's Godha, a work eioeDent 
in parts but unequal. But Germany's present confusion is 
not producing very dear dramatic e^sressions, and Jessner is 
at least alert enou^ not to he cau^t by the immature pro- 
ductions of the new eqmssionlsts, who turn out so-called 
'^spiritual'' dramas according to the btest demands of ex- 
pressionistic tiieoiy, but do not create a deeper vision of their 
life or of the life of the nation. 

Jessner also has dosed his stage to tiiose old favorites of 
the court who before its fall lived an eaiQr life by lending their 
talents to flattering its vanities. If Jessner can prevent it, 
Sudermann will not be seen upmi his stages When he took 
control he refused to play a new drama of Sudermann's, tfae 
contract for whidi he had inherited. Sudermann, however, 
went to court and won, and Jessner had to bring out his play. 
He made an excdlent performance of it and took in good 
receipts to help hun in his more serious experiments, but his 
attitude dearly gave warning that Sudeimann's tribe will have 
to seek another stage than the one which is devoted to giving 
the people ei^ressions of themselves. 

llie old court opera proved too expensive an institution to 
popularize: With the exception of Wagner's music drama 
the opera is by nature a decorative appendage of tiie court and, 
m spite of tiie artistic gems contained in it, its expensive 
trappings tend to estrange the people. To meet the measSst 
cost of the opera it was necessary to increase considerably the 
prices of admission. For economic reasons the gaudy settings 
of the old rigime had to be retamed. Arrangements are now 
behig considered, however, both to modernize the opera in 
accordance with the more genuine and less pretentious taste 
of the time, and to devise means by whidi tfae people may be 
given a diance to hear tiie opera at popular prices. 
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V 

But Jessner, with all fais ref ohd and his deep sense of dfali- 
gatkm to the people, is nevertheless an official of the state. 
Tboa^ it is a revolutionary state and lepresentattve of the 
iHD of the people, it does not yet command ^leir faith. There- 
lore, whfle the people respect Jessner and sit reverently before 
his stage, they hisitate to accept his work whole-heartedly. 
Thdr hesitatbn does not mean a bcfc of appreciation for ihe 
drama hut rather the very opposite. They see in the great 
dramas of their poets so intimate an expression of themselves, 
and in the crisis now upon them they are so intent on getting / 
the clearest possible insight into those expressions, that they 
instinctively and often vehemently resent anything that makes 
these dramas seem more distant. That is why they turn in 
such anger against Reinhardt and why Jessner must still work 
without their full confidence. That accounts too for the 
marvelous success of the People's Drama League of Greater 
Berlin, which today maintains two large theatres built from 
the people's voluntary contributions and which, if equipment 
permitted, could quickly double its present meaibership 
of 120,000, 

The People's Drama League is an organization of long 
Standing. Arising from the conviction, which has never wholly 
been lost sight of among the German people, that the drama is 
mainly a crystallized and solemn expression of the essential 
experience common to the people as a whole, it has had from 
the beginning the object of freeing the theatre from commer- 
cialism and paternalism, and of again emphasizing the spiritual 
attitude of the people to the drama. Its idea is not, nor was 
it ever, merely to give better performances than were pre- 
sented on many a royal stage, where toadying often went for 
more than talent; nor does it principally seek chances to per- 
form those plays which the court refused through fear of 
their revolutionary spirit; but it strives to rejuvenate and re- 
fresh the stage at the very heart of it by a thoroughly new 
reunion with the people as a whole. At the very beginning of 
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the movement it was realized that the means of reaching sudl 
a goal must be those most natural to the growth of the stage, 
but also the most difficult: a reorganization of the audience so 
as to establiah an intimate relationship between it and the 
8ta{^ 

With the rise and victory of the new naturalism in the 
eighties of the last centmy a revolutionary spirit took strong 
hold of the German drama imder the leadership of the great 
intematioaal quartet: Ibsen, Tolstoy, Dostoievski and Zola. 
Hie government exercised a ruthless censorship to keep the 
dangerous spirit off the stage; but with the founding of the 
Freie Buhne by Otto Brahm, official interference was avoided 
1^ those, at least, who could afford to belong to this exclusive 
society' of liberal devotees to art. With the rise of the new 
drama and its intense interest in the miseries and hardships of 
the lower classes, these classes began to grow more conscious of 
themselves, to demand a greater share of life, and to organize 
for political action. What was more natural than that the 
desire should arise, on the one hand to make accessible to these 
the visions of their struggle, that the great dramatists 
were attempting to express, and on the other hand to win for 
the dramas the audience for which they were principally 
meant? This idea was set in motion m the spring of 1890 by 
Dr. Bruno Wille. In the summer of that year at a large mass 
meeting, attended by the interested authors and some two 
thousand workers. It was decided to form a society which 
should meet montiily at some large theatre to attend a per* 
formance of one of the new plays. The conditions of ad- 
mission were arranged so that even the poorest could be 
present At the first performance on October 19, 1890, The 
PUlars of Society was given. Ibsen renudned a decided 
favorite for a long time. The onfy older Getman plays ghren 
were Schiller's revolntbnary dramas. The Robbers and 
Low and IiOrigue, and Hebbd^ Mary MagdiUene, Of 
the new dramatists Haupimann was played most, tiien 
Anzengruber and occasionally Halbe and Sudermann. The 
organization of tiie society was tiu>roughly democratic 
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except that the director and his advisory council, who were 
chosen by the society in convention, were given absolute 
authority in artistic matters. All seats were of one price, 
about ten cents, and were distributed by lot at each per- 
formance. 

The spirit of the audience in those early days can be seen 
best from the following anecdote: * " In February 1891 Henrik 
Ibsen attended a performance of the Freic Volksbuhne at 
the Lessine: Theatre. He sat between Bcbel and Bruno Wille. 
Oskar Blumenthal. the director of the theatre, told us of the 
impression made upon him by tiie breathless attention and 
devotion of the audience. The play was Sudermann's Ehre, 
When the storm of applause broke over the house after the 
powerful effect of the final scene, the taciturn Ibsen, full of 
astonishment, turned to his companion and cried, " What an 
audience!" and again, " What an audience!" 

Because the movement was organized as a private society 
the police could not lawfully apply the censorship. An injunc- 
ticm proceeding was, however, instituted against it in an e£fort 
to prove it a political society, and therefore subject to control. 
In court it established the fact that while it professed social- 
istic principles, these were not political but principles of general 
conduct, and the injunction was dropped. The old Prussian 
paternalism never did succeed in finding a way of subduing 
revolt that assumed the philosophical form of a Wetktn- 
sckamng. Even in its madiinations it was " orderly." 

A certain amount of party politics has always exerted some 
pressure within the organization to its real detriment, even 
though at the very start the principle was insisted upon that 
political and artistic expressions should not and could not inter- 
fere with eadi other. The more dogmatic party Socialists 
became dissatisfied with the repertory selected by the director 
and his ooundl, and demanded a share hi the arrangements. 

1 Wesen md Weg i» BwUim Yolksbuhnenbewegtmg, 6ei^, l«3o, p. 6. 
This is a coUection of essays on the work of the Drama League, edited by 
Julius Bab, one of the foremost dramatic critics of Berlin today, to whose 
liberal help and inspiration during my recent trip to Germany I owe very 
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A bitter strife ensued with the result that in October 1892 
Bruno Wille and most of the authors interested in the move- 
ment split off and formed the Neue Freie Volksbuhne, in 
which freedom of artistic standards from socialistic influence 
insisted upon mote strongly than was pleasing to the 
majority of the older society. This quarrel became very in- 
tense. The two societies fdt that th^ fundamentally dis- 
agreed. In actual procedure the more "political" Freie 
Volksbuhne soon realized that harm must result from a mix- 
ture of motives, and that art and politics are not compatible. 
The Neue Freie Volksbuhne, on the other hand^ could not 
attain its main object, the rearing of a new and fr^ audience 
for the drama, without an intimate relationshq» with the 
people and the great labor organisations. So it happened 
that, though each society fought its fi^t alone for two dec- 
ades, they could finally reunite without the necessity of much 
compromise. 

The Freie Volksb&me, under the diafrmanahip of the 
liberal Franz Mehring, who was widely known among the 
worisers for his writings, organized along far-reaching demo- 
cratic lines. Even the director, and the advisoiy ooundl for 
matters pertaining to artistic standaids, were chosen by the 
society at large. The program was directed primarily toward 
maldng good drama accessible to the peo{^ at a very low 
§<imiarfrm^ and developing widiin this new audience a thoroui^ 
understanding and genuine appreciation of the drama. Ihe 
society also hoped, through the pressure such an audience 
would ezert, to bring about the burth of a new modern dramas 
a drama fridch, in a real sense, would mirror the new life that 
was coming. In 1895 it had a membership of 6,000. The 
police then saw their chance to interfere. They maintained 
that with so large a membership the society could so longer 
claim the immunity of a private organization, but would have 
to be considered a public institution, subject to censorship. 
Well knowing that with Prussian censorship in control its 
real life would be slowly but effectually throttled, the society 
fought hard in the courts to maintain its character. The Neue 
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Pteie VMsbuhne, with all tiie authority of its many weU- 
known writeis, came to the aid of the older Bodety. Even a 
large part of the press helped in the But the court 

decided in favor of the govenmient. 

Ratiier than submity however, the society decided to dis- 
band. The few years it liad been allowed to function un- 
molested had not brou^t to realisation the hope that many 
of the members were most amdously and impatiently enter- 
tahung. The new drama idiich was to be the ei^ression of 
the inner powers of a new class failed to appear. Haiqstmann's 
Before Sunrise and Tke Weavers had raised tlieir expectations 
hi^, but neither the work of Hauptmann nor the German 
drama in general devdoped in such a way as to bring the goal 
nearer. Where it was best, it took another course entirely; 
where it hdd too dosdy to the course, it became propaganda, 
losing its artistic value and along with this its appeal even 
to an audience such as the society afforded. For though these 
people were very humble and untutored they were unusually 
keen to sense the difference between the real and the affected, 
and they were led by men sincere in purpxjse and willi no trace 
of a desire to use their popularity with the people for 
political ends. 

Though disbanded and though disappointed in their prin- 
cipal hope, yet they persisted in their desire for good drama, 
especially for better and more intimate performances of the 
dramas of older days. After two years they reorganized with 
a constitution carefully prepared to make it hard for the police 
to interfere. For thirteen years the work went on unmolested. 
At first the performances were piven on Sunday after- 
noons in a theatre rented for the purpose, and by a company 
of interested actors, many of whom were among the best 
in the city and willing to o^ive their services free. As the 
society grew and had to expand, blocks of seats were rented 
for its members at the regular theatres when plays were given 
in conformity with the spirit of the society. But as the neces- 
sity of this policy grew and the control over the repertory 
decreased the society strongly desired a theatre of its own, 
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a Kumstkam for the workm of Berlin. Plans for such a 
Iheatre were made and a goodly fund started by issuing to 
members building bonds of five dollars each, but the police 
again interfered. This new interference is hard to eiplain 
on any other grounds than the Prussian system's stupid 
jealouay ol all education outside of its own omniscient 
tutelage. 

The members of the Freie Volksbuhne were mostly of the 
dass of skilled workers and small merchants. Of the 7|000 
members in 1901 less than a thousand were imsklllcd workefs. 
The repertory of plays from the time of reorganization to the 
outbreak of the war was one of which any theatre miglit be 
proud. Hauptmann and Ibsen were played most, foUowed in 
the order of die number of performances, by Scfanitzler, Strind- 
berg, DrQrer, Goethe, Shakespeare, Hd>be], Ancengruber, 
Shaw, Schiller, Les^ng, Grillparaer, Moli^re, Bjdmson, 
Heyjermans, Sudermann, Halbe, Bahr, BCaeterlinck, Fukla, 
Kestroy, and a few scattering lesser men. Of this list Dr^yer 
alone might be cafled a mediocre propaganda dramatist ^w: 
was always veiyipopuhv on the German stage, not so much for 
hb caustic satire upon society as for his humor. German 
dramatists do not give tiieir audience much chance to laugh. 
In die above list Bahr akme has a keen talent for comedy, 
Fulda's comedies being rather heavily sentimental. The 
German stage frankly depends for its good comedies on 
Moliire, Oscar Wilde and ^w. 

The Prussian police, however, paid little attention to 
artistic standards or to justice. The famous, mudi decorated 
von Jagow was PoUzeipraHdeni and was thoroughly enjoying 
his authority. In die winter of 1910 he issued a typical ukase 
hnposing strict censorship upon both drama leagues, and the 
Gmnan courts iqjhdd hhn with typical servility, though almost 
the whole of literary Germany vehemendy and publicly pro- 
tested. This time, however, the leagues dkl not disband. 
They submitted to Prussian censorship and had to suffer re- 
peated stupid interference. Conscious of their strength they 
fought on in the hope that their point of view would ultimately 
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triumph. Persecution again brought the two leagues together 
and thus prepared the way for the work they were to take up 
with the outbreak of the revolutioii. 

VI 

The story of the dissenthig league, the Nmie Freie 
VMsbukne, Is one of similar struggle, but of even greater 
success. It started with a healthier foundation, freer from 
any danger of miziiig politics and art. It differed from the 
older league in tiiat it detennlned that matters of artistic 
standards should be left wfaoHy to competent authorities and 
not be subject to the wUl of the society as a whole. It could 
thus mffinfff™ the hi^iest standards and steer directly for tiie 
purpose both leagues professed supreme: that of rearing from 
among the common people a fresh, receptive, but under- 
standing audience. Among its members it counted the fore- 
most of German writers. It opened its program in November 
1893 with an excellent Sunday afternoon performance of 
Faust, at a membership admission of fifty pfennigs. It 
worried the police by gtvmg the first performance of Haupt- 
mann's Weavers whOe this play was stfll forbidden on the 
public stage, and produced for the first time hi Germany the 
equally disturbing play by Bjomson, Beyond our Powers, In 
189s ^ police succeeded in stopping it tot a itbSle, the 
occasion fadng a proposed production of a satire on the clergy 
by Anzengruber. The censor interfered, and die trial lliat 
ensued was so long and costly that it exhausted the resources 
of tiie monbers and for a while the League disbanded. It 
soon reorganized, however, with a constitution assuring greater 
immunity from persecution; but it had to wage a long and 
hard up-hUl fight foe nearly fourteen years. 

Its alert interest in the forward march of the drama enabled 
it to seize upon the moment when a natural change in dra- 
matic expression was taking root, and it thus profited from the 
momentum of new and sound departure. The old naturalism, 
which had given birth to the league idea, was turning into 
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sensational materialism on the regular stage, and in the leagnei 
was being spcnled too strong a tendency to socialistic propa- 
ganda. The moment called for the healthy, joyous appeal 
to the senses, mthout which no drama ever can exist for long. 
Reinhaidt, who was just beginning to csptme the imagiiiatioa 
of Germa&y^ saw the need and took measures to meet it. He 
had just opened his first large theatre in Berlin, and with an 
esceUeDt conqiany, gathered together with his unming instiiict 
for stage talent, he played a lepertoiy of Maeterlinck, 
Hofmannsthal and Weddund. The Naie Frek VMsbUkne 
at once leased every Smiday and holiday matinee at Reinhardt^ 
theatre. In a short time its membership increased to 10,000, 
composed, veiy miidi like that of the older league, of small 
merchants and skilled workers. When in 1905 Reinbaidt took 
over the famous Deuisekes Theater, the Lttgne foDowed hhn. 
Owing to his exceUent performances the League grew very 
quic^y, so that Reinhardt, yrbo today is scorned 1^ the mem- 
bers of the League and sttq;iected of commercialism, is in a 
large measure responsible for its existence. 

In 1907 the League, with a membership of i9»ooo, dabo- 
ratdy cdebrated its fifteenth anmversary by electing to 
honaiy membership its four most popular ciianqiioiM, Agnes 
Sorma, Clara Vieblg, Gerhart Hauptmann and Richard Strauss. 
In 1908 it was leasing tlie afternoon performances in deven 
tiieatres, and certain evening performances at the Deuickes 
Theater, It then dedded that hi order to perform its work 
properly, in order to give its members the repertory it bdieved 
to be best, and the surroundmgs it tfaou^t essential, in order to 
devdop die new style irtiich it thoogfit the spirit of the League 
would idtimatdy create, it must have a house of its own. The 
balance of 10,000 maiks hi the League's treasury was converted 
into a building fund. Wi& each tidtet was soM a buikling 
fund stamp of 10 pfennigs. Fifty marks' worth of stamps 
would buy a certificate whidi bore interest at five per cent 
By this method and by the purchase of bonds of low denomina- 
tion, 250,000 marks were contributed by 1910. Two years 
later the membership had increased to nearly 50,000 and the 
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building fund to 650,000 marks. The police repeatedly tried to 
interfere with the growth of the society by indiscriminate 
application of the censorship, but on each occasion vehement 
protests were made throughout the country, as a result of which 
the League gained the sort of wide public respect of which 
the Prussian s>'stem has always stood in awe. It therefore 
now assimied a friendly attitude to tJie League. In the final 
plans for the erection of a theatre the city came to the League's 
aid. Out in the eastern part of the city several blocks of 
dilapidated and disreputable slums had just been razed. This 
site the city offered to the League at a very reasonable figure 
for the erection of its house, and also granted to it a loan of 
2,000,000 marks at a low rate of interest 

When the success of ±e imdertaking was thus assured and 
the road cleared for the realization of its project, the Neue 
Freie Volksbuhne approached the older league. It proposed 
that tbey settle their differences and imite into one large leagney 
90 as to proceed the more surely toward the common goal: 
the putting of art at the disposal of the people and the opening 
of Uieir minds and senses to an even greater understanding 
and sppredation. There still threatened a bit of friction be- 
cause of socialistic dogmatism ivithin the older league, but 
an appeal to the supremacy of art succeeded in clearing away 
all obstacles. Just before the war the union was effected and 
the building was begun. The outbreak of the war produced 
a strong spirit of chauvinism and a strong assertion of the 
authority of the state against popular movements, especially 
of a spiritual kind. But ihou^ delayed in its woriL the 
League stOl maintained its purpose. On December so, 1914) 
the mew theatre was dedicated. It bad cost 4,500,000 marks, 
more than half of which was fq^resented by bonds hekl by 
14,500 individual members of tiie League, mostly workers. 
Tbe buOdlng is larger seating neariy two thousand, statdy and 
even ricb, but without a trace of pretentiousness.' It is 
cquqiped wifft ffie latest approved stage madiineiy, revolving 
stage and other mysterious apparatus, explained to my igno> 
ranoe by the proud bead medianidan as he led me with a 
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proprietary air throu^'h his back-stage labyrinth of intricate 
machine's arid chambers of horrolrs. ^"Wt^ pride ai5<] joy in it 
evinced by even the scrubwomen is one of the greatest testi- 
monies to the spirit that has made it^i^buikjjil^lj possible. The 
broad, almost semi-circular auditorium is very different from 
the usual ostentatious Berlin theatre. There is not a trace of 
gilded stucco or of startling plush. All the woodwork is of 
rich and beautiful mahogany, with quiet, symbolic carvings 
sparincfly distributed. Tt has a lare^e floor space, a fairly 
deep balcony, two narrow galleries, and not a single box. It 
makes a comfortable, dignilied auditorium, clearly showing 
tiiat the builders were intent upon ehminating so far as 
possible all difference in seating preference, and upon giving 
each guest the comfort necessary to enjoyment. The 
entrance lobby and the refreshment halls and promenades 
on the various floors are planned in the same rich and 
dignified simplicity. The back of the theatre is furnished 
ivith the nimierous offices and conmiittee rooms necessary for 
carryuig on the busmess of the League. The building with 
its di^ified facade faces a large square in the most congested 
center of humble workers' tenements. From over the six 
massive pillars of its curved front there blazes out the mes- 
sage: Die Kunst dem VoUte^ 

The drain of the war, however, was too hard upon the 
League. It could not pay for the upkeep of the house and 
support the heavy expenses of its own company. Rdnhardt 
agaui had to come to the rescue. In return for a free use 
of the theatre, he proposed to play there with his company 
and turn over half the seats for each performance to the League. 
In that way the crisis was bridged. But as the revolution 
approached, the people became more mtent again on taking 
up their own purpose through a repertory by the men in whom 
they placed their faith. In September 191 8 the League again 
took full control with its own con^»ny, in cfaa^e of Friedricfa 
Kayssler, who Is not only one of the best actors in Germany, 
but a critic of the finest discernment and hig^ standards and 
an ardent advocate of the idea of the Peofde's -League. . In the • 
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public annouDcement of his appomtmeot, the future program 
of the League was formulated thus: 

" Id his whole character Friedrich Kayssler manifests that 
respect for his fellowmen, that affection for the great, darkly 
stnigi^iiig mass of the people, without ivhich our principal 
coworker cannot be i masoned. And yet, more than many who 
are in the midst of the gay clamor of the so-called * great 
society/ he shows that proud, independent, defiant and re- 
served nobility, without which no real artist can prosper. From 
the hands of such men the People^s League may hope to 
receive that which it most needs. 

''What Is it that we hope and expect? Not sensation. 
We do not expect extraordinary kmovatkms or doMsUng kits. 
We expect the ^ow, quiet, farm and serious development of a 
company of our own, with our ovm purpose in view, in a broad 
repertory winch wiU have regard for aR the values of greai 
Somatic literature. NdUier tn respect to literature nor to 
acting nor to stage reform do we want the predominance of 
a fad, however dazzling or popular it! may be; but we do expect 
new adjustment and new perfecting of all the means of the 
theatre to meet the special character of the most varied prob- 
lems which the prominent poets of the past and of the futuro 
will set before us. We also eipect that the most recent 
German drama will be fostered, but without any of the haste 
lAich seizes upon oddities in order to attract attention and 
get the better of a competitor. We mtend to take a risk 
for the sake of young talent, and will not shun further risks 
after a first laHure; but above all things, effort and time must 
be reserved to express with ever new devotion and to offer 
with greatest darity, to the people who are desirous to enjoy 
them, the great dramatic eipresdons from Aeschylus to 
Hauptmann and from Shakeqieare to Strindberg." ' 

When I saw the League hi action in the fall of 1920, its 
influence, power, and hold upon the people wete definitely 
fixed. It was forced to limit its membenhip to 120,000 rather 
than to make new appeals. Because large numbers were 

* Wesen und Weg <kr Berliner V olksbuhn^nbewegmg, p. 23. 
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clamoring for admission, it had decided at the beginning of the 
1920 season to increase its accommodations by allowing each 
member only ten pcformances a year instead of eleven. This 
made room for 2o,oco new members. At nine o'clock on the 
morning of August nth the applications were recdved. The 
line about the theatre had formed at six, and at nine extended 
all around the building four abreast. By noon of August 13th 
the last membership ticket had been issued and the remaining 
crowds had to be refused. According to the statement of the 
officials the membership would be quickly doubled if there 
wore means of finding proper accommodations. 

Though it is doing so reluctantly, the League is at present 
forced to rent large blocks of seats at thirteen theatres. Its 
relations with Jessner at the state theatre are very cordial and 
intimate. His S3mipathy with the movement goes to the ex- 
tent of a conviction that the future of the German stage de- 
pends principally upon the organisation of people's drama 
leagues. The leaders of the league idea, however, are con- 
vinced that only in theatres of their own will their purpose 
have a chance fully to mature. They have, therefore, decided 
upon a second house. They have leased from the city for a 
term of twenty-five years the large Kroll Opera House, which, 
in anything but good condition before the war, was used as 
a ho^tal during that period and is now in very bad repak. 
The terms of the lease requure of the Volksbiikne that it con- 
vert the old building into a dignified people's theatre and turn 
it back to the city in good repair at the eiqpiration oi the lease. 
In return, the dty assumes Ifae burden of stapog there, with 
the companies of its two theatres, performances of both drama 
and opera in repertories approved by the authorities of the 
League. This will enable the society to wxept an additional 
xoo,ooo members, and also to siq^^iy ^ts members with an 
<4)portunily of enjoying opm, Ihe want of wfaidi has long 
been f dt The plans for the lemodelUng of this theatre are 
already complete. It will have a seating capacity of 2150 and 
will cost approadmatdy twelve million marks. The plans for 
selling bonds for the new project had been announced only 
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a few months before I visited the society, but three million 
marks had already been subscribed in denominations varying 
from twenty to one thousand m?irks. I was at the offices of 
the tlieatre on the evening of tlie tir?t of the mont±i, and saw 
these workers in what was evidently Uieir best nttire, waiting 
in long lines for a chance to make llicir regular payments 
toward the loan. It was a quiet, eager throng, in pleasant 
contrast to tiic shabby gayety that crowds about the cheaper 
movies or the race-courses of Ciermany today. These men, 
at least, are soberly and intently interested in becoming ac- 
quainted with those values which, once well learned, will be 
a great help in dispelling the darkness through which they 
now stumble along the paths of their new responsibilities. 

The membership of the League is, of course, not limited to 
any one class. The idea of creating a fresh audienoei un- 
sophisticated and receptive to simple artistic expressum, was 
paramount in the minds of the founders and has persisted. 
One of the primaiy purposes of the League — and it is still as 
strong as ever — was the desire to clarify the minds and 
senses of the workers; but a strong stand is taken against 
introducing any political propaganda, or fostering any so-called 
proletarian art. Because of this stand the League has bitter 
enemies who deride it as ^'bourgeois'' propaganda. The 
Independent Socialists, for example, rather lhan encourage 
their members to join the League, arrange each winter, in 
Reinhardt's circus theatre, a series of "festive hours for 
workers/' at which some excellent things are done but also 
nnidi frank political, party faistruction is given. The Volki' 
MUme 18 happily free from such a thing; the whole question 
of class stru^e seems to have been set aside. Membership 
fees are veiy small, and tiieatre admission m the fall of ipao 
was only two and a half marks for mathiees and four marks for 
evening performances, with Ihe mark worth less than two cents. 
It is not dieapness, however, that accounts for the popubrity 
the League enjoys among ^workers. Their hiterest and pride 
m it, the jealousy with which they guard its purpose, is far 
too deep for that. Besides, the motion picture theatres are 
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both cheaper and infinitely more sensational. The low ad- 
missions have drawn a large number of the middle class, who 
find that they cannot afiord to pay the regular prices at the 
theatres, and ilock into the League, not because they believe 
in or are particularly interested in its purpose, but to satisfy 
their cravings for good drama. The coming of this class has 
made no perceptible difference in the society. Moreover the 
intermingling of the classes at the theatre, the absolute equality 
of persons guaranteed by the constitution and emphasized by 
its machinery, tends to wipe out the consciousness of class dis- 
tinctions, while the quality of the [lerformances inspires all 
alike with the dignity of the endeavor. 

Kach member is assigned ten performances season which 
he pledges himself actually to attend. If for some good 
reason he finds it impossible, other arrangements will be made 
for him. But the society has no provision for members who 
wish simply to give their moral support and not attend the plays 
in person. On the day of his assigned performance the member 
buys his ticket of admission on presentation of his card at the 
nearest of the many substations scattered about the city. With 
this ticket he goes to the theatre and from one of the large urns 
in the entrance lobby draws his seat, or block of seats, if he 
is with his family. Where he sits or who his neighbor will be 
is merely a matter of chance. Partly to help toward paying 
the expenses of the house, partly to avoid the danger that a 
constantly assured and definitely constituted audience may 
lower the standard of acting or dull the critical sense of the 
manager, about a fourth of the seats, scattered throughout the 
house, are sold at regular box office prices, ten times that of 
the membership admission. Thus far these seats have always 
been in great demand, so that the audience is thoroughly repre- 
sentath^e and there is very rardy a vacant seat When blocks 
of seats are bought for members at other theatres, these also 
are selected from all over the house, except that they include 
none of the poorest gallery seats, flie dfooomfort of which 
makes impossible a fuU appreciation of the play. 

The ushers, called Orditer (** arrangers ")» ^ impor- 
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fantgroiq>witluntfaeorgaiiizatioo. They are members who vol* 
imteer to usher, collect die tickets, siqiervise the allotment of 
seats, inapect the membership canls, and do whatever other 
work is necessary hi the auditorimn or lobbies during a per- 
formance* Because of the interest fh^ manifest by thus do- 
nating their thne, and because of their constant contact with 
the members, they act as intermediaries between the bulk of 
the members and the officers. In order to give the members a 
better chance to express tfaeur wishes, as well as better to reach 
eadi member with an explanation of the purpose of the League, 
the larger organisation is divided into sections of about 4000 
each. Each sectkm meets at least once a year to discuss the 
work of the League and to choose delegates for the general 
convention, half of whom must be ushers. 

The general convention elects the business management of 
the League and half of the advisoiy council. It gpives Instruc- 
tions to the business management aind passes resolutions in the 
form of recommendations to the advisory council. It also has 
the power of confirming the dioice of the general director of 
the theatre on recommendation from the advisoiy council 
and the business management. 

The advisory council consists of nine men chosen by the 
general convention and of an equal number, experts in the 
drama and the theatre, designated by the business manage- 
ment. Hiis body, together with the ofifioers of the League, 
determines the repertoiy and has general charge of ^ artistic 
standards. A thoroui^ and free discussion of these standards 
is invited encouraged in the League at laige. But the 
final determinatioQ and the responsibility for it lies widi tiie 
advisoiy councfl, so as to safeguard the principal aim of the 
society: tiie education of the audience. The means to the 
realization of this aim Is the introduction of a better repertory, 
pfesented with tiie greatest truth, simpUdty, and artistic 
setthig, in order to create the most intimate relation between 
the audience and the vision of the artist on the stage. Far 
from fostering a proletarian drama the council rather bends its 
efforts to so organizing the repertory that in the course, not ui 



Digitized by Google 



88 



GERMANY IN TRAFAIL 



a seBflon, bat of years, a synthetic picture of tlie drama will be 
constructed. While they profesa to favor a revolutioiiary 
program in the present crisis, they explained to me that they 
considered any drama revolutionary, old or new, if it gives the 
people a better insight into Ihemselves and the forces of sodely, 
and starts tbem upon a dearer onward path. At the same 
time it la decided^ die tendency of the League to encourage 
modem playwrights, both m order to ghw young authors 
every possible dianoe to see theh: plays produced, and to test 
before an audience whidi is fredi, but for that veiy reason 
quick to resent adulteration, attempts at crystalUang the new 
q)irit Before they are accepted, however, these modem plays 
must show real qualities of art There was some stir among 
the members, to be sure, when the advisory council refused to 
stage the revolutionary drama by Kurt Eisner, ^di was 
found among the effects of this most popuhur martyr of the 
revolution after his assasshiation. The wbhes of the members 
were denied because, in the estimation of the councO, this 
drama, contained no real artistic qualities. During the season 
of 19x9 to 1920 the modem plays presented at the League's 
theatre were: *s Jungfemg^fi, by Anzengruber, who has re- 
mained a favorite with the people since the early days of 
naturalism; Kaiser's Gas, a terrible picture of society as it de- 
generates into a machine, and Die Burger van KaUns; The 
Low Potion, by Wedekind; and Predigt von IMUuien, by 
Laucfcner. Of the German dassics Goethe's G^ls von Ber- 
Uchmgen, SdiOler's WiUulm Tdl, Hebbd's Gyges und Sem 
Ring, and Kleist's Das Katchen von HMronm were given, as 
well as three farces by minor playwrights. Of non-German 
dramas the League presented Shakespeare's Measure for 
Measure, Calder6n's The Judge of Zalamea, Bjomson's Pasd 
Lmge and Zora Parsberg, and of Strindberg Luther and the 
first part of Toward Damascus. This repertory Is certainly 
not over-revolutionary. 

But more than the repertoty, tiie attitude of the audience 
and the quality of the acthig made this theatre distinctive as an 
institution. All the actors are iHofesskmals and several of 
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them of high r^ute in Germany. Their close cooperation, 
and the atmosphere of religioiis inteosity or of popular humor 
that they are able to create upon the stage, shows how 
thoroughly their leader, Friedrich Ka3rssler, has imbued them 
with his faith in the importance of the work. At times this 
attitude is decidedly overdone, especially when the actors are 
tugged too hard by the heavy German sentimentalism to which 
this audience seems more subject than the old more sophisti- 
cated one. 

For the programs at the theatre one of the advisory council, 
or more often Kayssler himself, prepares a short essay in order 
to acquaint the members with the author and the play, its part 
in the history of the drama, and the particular interpretation 
which the company has put upon it. Some of Kayssler's very 
best work lies in these essays. He never condescends in them, 
as though he were instructing men of lower intelligence. Tlie 
essays are simple, scholarly talks setting forth his personal 
attitude to the autlior and to ^ play concerned. 

Ihe work of the League is not wholly confined to the drama. 
For Uiose who care to attend, lectures are arranged Ihrou^- 
out the season, dealing especiaUy wtUi the history and under- 
lymg principles of the drama. In addition a series of readings 
from modem lyrics, an elaborate and ezcdlent concert program 
under the supervision of Leo Kestenberg, even eipedittons 
throu^ the museums of Berlin for a glimpse of other arts, are 
an provided. 

llie most genuine en^usiasm and serious purpose is, how- 
ever, concentrated upon the drama. By applying themselves 
to it, the people seek to enter into the mystery of the relation 
of art to life. That it is one of closest intimacy is a conviction 
^ich has been the very life of German drama. Now that 
this new theatre has made the best of drama accessible to the 
people the conceptkm of its rdation to their lives Is taking 
strong bold upon them, so that they are not only assuming a 
more hitelllgent attitude toward the drama but are demanding 
doser contact with it Some of the more enthusiastic leaders 
of the movement, seeing the rapid improvement of the 
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audience, were anxious to go a long step forward, and started 
an agitation for the complete communizing of the theatre. 
They proposed, somewhat on the theory of the League that 
the cities be divided into theatre communes, to which each 
person in the specified district would belong upon pledging 
himself to attend ptriormances. The city was to requisition 
the existing playhouses and allot Lhem to the communes. The 
repertory and its execution were to be determined by tho 
delegates of the communes, arn] the e.\[>en^cs ih trayed from 
the taxes of the city. Nothing Lxpres^^e- more clearly the 
quality of the League's work and the effect of that work 
upon the members, than the sober reaction to proposals such 
as these. They refused to run the risk of political interference 
with their purpose or of bureaucratization. They expect the 
city to express a sympathetic attitude by lightening the finan- 
cial burdens of the League, and by freeing them from the impo- 
sition of the taxes to which commercial theatres are subject; 
but they desire no political interference. They believe that 
their present organization practically solves the question of the 
socialization of the theat re. They are convinced that they will 
be able to provide additional houses without outside help as 
more and more of the people clamor f or admission, and they 
are x^ry prnud nf the progress they have made in ehminating 
not merely commerciaUsm but aU sense of class distinction. 



vn 

In October 1920 a long sought purpose of the General Secre- 
tary of the VolksbuhnCf Dr. Nestriepke, was realized at a 
national conference of similar societies throughout Germany, 
which he had succeeded in calling imder the auspices of the 
Berlin society. At this meeting the " Union of German Drama 
I<eagues" was organized by representatives of some thirty 
cities of North and Central Gemumy. The absence of repre- 
sentatives from South Germany was felt with more grief than 
resentment since tbey realized the reactionary spirit which 
controlled the govemment of the South to the ttclusiOD of 
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successful popular movements in those places. Even in 
Southern Germany, where, in spite of official opposition, such 
movements had established themselves, the regional mistrust 
of Prussia would still make cooperation difficult. 

I attended the meetings at which the new Union was organ- 
ized and on many points I found a spirit of perfect agireement. 
In the main the Unioa is to be an organization for mutual 
asatstance in the development of the league idea by encourag- 
ing an exchange of views between the various leagueSi by ad- 
vising and aiding the members thereof, by public propaganda 
for its principles, by defending the interests of the societies 
within the Union against the courts and public officials, and by 
furthermg all undertakings which aim to put art at the dis- 
posal of the people in theatres of their own. Membership 
in the Union is to be granted to those societies whose purpose 
is to make available to their members, at the lowest possible 
uniform prices of admission and without profit, dramatic per- 
formanoes of high artistic standard by professional actors/' 
and to organize tibemselves on the principle of the self-deter- 
mination of their members." Thus far there was very little 
discussion. The term ''self-determination of members" 
seemed to delight the meeting, but no one undertook to discuss 
its exact meaning. On the neat point, however, there ensued 
a very lively fi^t. It was finally decided that all societies 
seeking admission to the Union must " acknowledge llie prin- 
ciple of political and religious neutrality and under all condi- 
tions refuse to put themselves in opposition to the socialist 
movement" During the discussions arismg out of this formu- 
lation, the old politkal quarrel which had once disrupted the 
work at Berlin and finally been successfully allayed, came to 
the fore and dangerously threatened for a wfaOe. It probably 
win grumble underneath for a long time to come and take mudi 
tactful handling. The delegates from the more radical centers, 
especially of Saxony, openly f ouglit for the idea that the 
Union must be a powerful mstrument for socialistic, political 
propaganda. But the men of BerUn, particularly the keen 
dramatic critic, Julius Bab, forced fhem into a discussion pf. 
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the nature of artistic standards and the impassibility of a re- 
lation between art and propaganda, political or any other kind; 
and they had to retreat with what grace they could. For a 
time these radicals maintained that they should not be able 
to induce their societies to join under the drcumstances; but 
the large majority replied to thb threat with dignified regret 
and widi a new insistence upon artistic standards. They were 
ready, however, to emphasize tbeir prindide by stating that 
tfaey also refused to have their work serve for anti-socialistic 
propaganda. 

Wherever the UnioQ appears it has to contend with much 
opposition from the reactionary elements. Jxi the Rhine 
provinces and in South Germanyj idiere reaction is in the con- 
trol of the Catholic Center, religious and political opposition 
unite to impede its work. Hie delegates horn Cologne, for 
examine, contended that they Should not fae aUe to jobi the 
Umon if in its constitation it insisted uponpolitkalandieligious 
neutrality, because the authorities of 0)logBe would arbitrarily 
refuse them a theatre license. They were advised to join in 
spite of this and to take up the fi^^t, if need be, in the assur- 
ance that the Union would help them win their ri^ts. 

This rdigious and reactionary opposition generally takes on 
a more subtle and interesting form than such crude political 
interference. After the establishment of the Velksfmkne a 
society was incorporated in Frankfurt on the Mam by wealthy, 
ardent Catholic reactionaries, who set up in every center of the 
Rhine Provhices, where the VMsbShne meets with success, a 
counter Buknefwolksbfmd, This offers the people a chance to 
enjoy dramatk performances under conditions similar to those 
of the Union, hut rarely of as high a quality, and with the set 
purpose of educating the audience " in the s^nrit of popular 
German culture and in a Christian view of life." The work 
they do b often very good, but they spoH It by then: propaganda 
against all plays whose authors they can convict of socialistic 
or even of libcaral leanings. In one interestbg instance, hi the 
City of Mifaister in Westphalia, the Volksbuhne and the 
Buknenvolfcsbund both run very good theatres and even ooSp- 



BERLIN PEOPLE AND THEIR THEATRE 93 



erate extensively. They seem to accept tbe situation that the 
devoutly Cathdic population cannot attend performances of 
the regular League in an unprejudiced spirit, and tiiat the artis- 
tic reactioD of this group is therefore purest in its own theatres. 

In a similar way, the more radical elements of the Berlin 
League, ^o are sincerely and passionately strivhig to know 
the meaning of the revolution, to see die nature of its new 
ethics and the new human powers which are developing 
throu^ it, are ezerthig pressure upon the officials to offer 
greater opportunities for the plays of young revolutionary 
poets. Arrangements have been made to rent some small 
theatre occasionally during the season of 1921-1922 in order to 
stage such of these plays as the advisory council deems of suffi- 
cient artistic excellence. But because neither the style nor 
the subject matter of such plays is intelligible or sympathetic 
to the average member, they will not be included in the reper- 
tory and admission to them will require a special fee, so as to 
draw only those interested. 

I watched the spirit and the work of the League in Berlin 
at every possible chance. In tlie main the members are 
simple folk, a bit too serious perhaps; but the times are more 
serious still. While the majority of the workers are seeking 
stupef)dng enjoyment and excitement, these people are calmly 
intent on watching the expressions of great artists, to see if 
through these they may learn to know themselves better and to 
get hold of some stable ftjrce in the bewildering confusion. 
Moreover, niany of their fellow members are of the cultured 
middle classes, who seek through the advantages of the League 
to maintain that contact with art which they can no longer iind 
at the resnjiar theatres, controllcxl by the profiteer with his 
money and his insistence upon cheap stimulants. So the 
workers and the cultured middle class are learning to know 
and appreciate each other to their mutual advantage. 

When I spoke of the League to my friend, the former 
Professor of Philosophy at Heidelberg, hidden away in the 
small village by the Starnberger Lake so as not to be caught in 
the present shams and confusions of his countryi he shook 



.94 GERMANY IN r RAF AIL 



his head at my faith m its work. " The greatest cant hi 
Gennany today is ' the people.^ They do not go to the theatre 
for the reasons you infer. Tliey go because foimerly it was 
the privilege of then: superiors, and now they take the chance 
to 'decorate' tiiemsdves with art." But that, I know, is not 
the case with those audiences of tlie League ndiich I watched 
at Berlin. There was no affectatkm in tlieir attitude, but cahn 
concentratkm upon a new purpose. Tbeir influence will not 
appear at once; but I fed convinced that with the members 
of the Workmen's Educational Association they wiU do more 
than any other group to bring the country gradually bad to 
health. 
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WEIMAR 
I 

WEIMAR is a natural objective for a student of 
literature who travels through Germany today in 
search of some indication of a spirit within the 
people which may lead them out of their turmoil. Weimar 
is but a very small city. The inhabitants are dulled, both 
because their trade has too long been simply to cater to visit- 
ing sight-seers, and because the artificial political organization 
of a petty but proud principality has weighed too heavily upon 
them, especially in recent decades. It is, nevertheless, the 
center from which, only a little over a century ago, the power 
of German liberal idealism so radiated over all of Genoany 
that its force still persists in spite of every obstacle. 

The men of Weimar, to be sure, were not the pioneers who 
first fixed upon, clarified, and developed the idealism of 
eighteenth-century Germany. That credit belongs above all 
others to Kant. Kant possessed the keen critical sense with 
which to clear of inconsistencies and irrelevancies the path 
toward idealism. He had the lofty ethical fervor which en- 
abled him to sense accurately the native German force and 
thus give his idealism a real foundation. Still he could not 
make this idealism the ruling power within the life of the 
people, for his metaphysics, his visions, and his language were 
not the kind to establish contact with their thoughts and lonpf- 
ings. Before the principles of Kant could enter actively into 
German life, they had to be expounded by a great teacher who, 
from a point of view intimately related to the people, could 
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explain the nature of these principles in terms that everybody 
could understand. That teacher was Herder. 

Weimar was the home not only of Herder but also of 
Herder's greatest pupils, Goethe and Schiller. These two com- 
pleted the expression of the idealism of Kant as tau^t by 
Herder. Goethe fused the idealism with the basic forces in 
the nation's life in visions so clear that they became a mirror 
in which Germany need only look to be reminded of itself. 
Schiller took the deeper longings and hopes of the people and 
clarified and strengthened them by means of this same idealism, 
and then, in his great popular dramas, gave back these native 
impulses renewed and full of life. Thus to the people Kant 
is a very great but very distant metaphysician, Herder is a 
teacher to be highly revered, but Goethe and Schiller are the 
poets and seers of that which is hifi^est and most fundamental. 
They are the ideals of the people personified. They are the 
people's national legend. To the people Weimar and Goethe 
and Schiller are one. Thus Weimar itself has become the 
legend containing for the people that which is eternal in them- 
selves; this legend they intimately search for guidance when- 
ever the conviction is f oiced upon them that their life needs a 
real renewal. 

Never since Weimar's classical days has Germany seen such 
a dangerous time as it is living through today. Even as it 
gropes back to Weimar, its touch is not steady or altogether 
' honest Germany's confusion is so dark that in its greatest 
distress there are many who are even willing to use its dearest 
force to further selfish ends. 

When the National Constituent Assembly sought a place in 
which to meet for the framing of the republic's constitution, it 
fixed upon Weimar, ostensibly because the new republic had 
been bom hi a democratic spirit based upon the Weimar ideals 
of freedom and humanity, and because the new laws were to be 
an eaq>re8slon of that idealism. The German revolution, how* 
ever, thoui^ it will surely lead the country back to Weimar as 
It dears, was dmply a revolt against uidbearable conditions; 
the natural reaction to an unsuccessful war which a powerfid 
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liropaganda had made appear the people's war and which the 
people had to wage under a general draft. The large demo- 
cratic vote in the elections to the Constituent Assembly was 
not so mucb an expression of conviction as a desire to mollify 
the victors by a show of change of heart. Weimar was chosen 
for the meeting because police protection could easily be 
arranged there against the threatened interference from 
reactionaries and cadicalSy and because Weimar mi^t favor- 
ably impress the statesmen of the Entente. This was ex- 
plained to me by delegates to the Convention who were most 
sincere in their hope that the real Weimar might revive and 
who were bitterly disappointed by the spirit that took hold of 
the nation when the victors were not easily misled into a full 
acceptance of the German change of heart. Yet such men as 
these delegates retain their faith in the ultimate power of 
Weimar to heal and gradually to lead the nation to a genuine 
recovery, for they know that this force is fundamental in the 
nation's life and that once set in motion it will slowly but 
surely work upon the national mind. So the choice of Weimar 
was partly for the effect it might have upon the outside world, 
yet it was also a direct appeal to the true liberalizing idealism 
of Weimar against the distortions of it by the old system, and 
therefore it set this idealism freer than it had been. Now the 
question is how to make it still freer. In the larger cities the 
people's drama leagues and some of the better new city theatres 
are doing Important work in fostering Weimar's spirit. But 
if the Weimar legend, with the mysterious power that a 
national legend has in the shaping of lives, is to take real hold 
upon the people, Weimar itself must be intimately connected 
with the work in order to stimuhite the people's memory 



n 



At the time when the Constituent Assembly met in Weimar 
the general director of Goetiie's theatre was the neo-dassical 
dramatist Ernst Hardt He Is tfaonra^y alive to the oppor- 
tunity and) as he sees it, the obUgatkm confrontmg him: to 
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restore the Weimar theatre to the position Goethe and Schiller 
had once conceived for it as the national stage on which to 
keep the expressions of the national art and ideals before the 
eyes and minds of the peojde of the whole country. In these 
plans Goethe was dearly conscious of setting Weimar in 
opposition to the ideas of the new national center in Berlin, 
whose political and material ambitions he mistrusted; and 
Schiller repeatedly refused a call to the theatre at Berlin be- 
cause he feared that in the Prussian capital the idealistic 
motives would soon be buried under theatrical pomp. "But 
within the last half oentuiy, the Weimar theatre had degener- 
ated simply into a royal stage ivbose directors were subservient 
to the whims of the ruling prince under the dominance of 
Prussian politics. The revolution swept away the many petty 
princes of Thuringia and welded it into a single republic^ 
again conscious of the cultural gifts this little romantic patch 
of German woods had bestowed upon the country in former 
crises. It put Ernst Hardt in charge of the theatre at Weimar, 
not only because he is a dramatist of note and had shown him- 
adf a fearless liberal in times of stress, but because among the 
modem poets he is one of the best authorities on German 
classical literature, and, in the estimate of men like the Goethe 
eqtert, George Wltkowsld of Leipaig, one of the very best pro- 
ducers and interpreters of the dramas of Goethe and Sdifller. 

In order that his mtentions mi(^t immediately be estab- 
lished before the country, Ernst Hardt sou^t and rccdved 
from the provisional government at Berlin permission to des- 
ignate the Weimar theatre " Hie German National Hieatre.'' 
Thus he tried to direct the ^yes of the nation once again upon 
the need for a rebirth of Its culture in a return to Weimar. On 
the evening of the 6tfa of February, 29x9, the first day of the 
deliberations of the Constituent Assembly, the dd^tes met 
for a performance at the theatre. As a curtain raiser was given 
a prologue, The Fomtmn, composed by Hardt himself. It is a 
simple picture of Weunar longmg for the return of Its people* 
In a comer of the Weimar park between a bust of Goetfaeanda 
sunilar one of Schiller bubbles a fountain. On the base of 
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the fountain a yowih in Greek garments lies asleq). For a 
hundred years he has been guarding the fountain and has 
helped many an eager pilgrim to a refreshing drink. But 
wearied by the protracted loneliness of many recent years, he 
has fallen asleep. Heavy, shuffling steps arouse him from 
his slumbers and there approach a haggard woman, dressed 
in deep mourning and exhausted with grief, and her only re- 
maining son, a wounded soldier, insane with anger at himself 
and every other man and thing, capable only of degraded 
appetites and lusts. But the touch of the youth quiets the 
ravings, and he leads his soldier-brother to the fountain to 
drink; then lie speaks in simple admonition: 

" Come, let me take your sick hand. 

My brother I Do not rave and grieve yoursell; 

Raise up your head and think upon your worth. 

IVe guarded here these hundred years and more 

This fountain. O my brother, if you had 

But dipped from it these fatal hundred years 

You would not stand before me as you are. 

For here there rises dear from virgm soU 

The clearest fount of human hopefulness 

Which other people ever praised In you. 

Bend down and drink, for here you can grow sound. 

Come, mother, leave your son here at the fount 

To look iqwn hunself In solitude. 

Upon his head unseen there gently rest 

The greatest German poets* loving hands 

And bless hun as he bravely looks afresh 

Upon his life. Come now, and I wlU dip 

This doth far down Into the fount and cool, 

While he collects hhnself , your eyes for you ; 

Your poor, dear eyes, whidi tears have Utten soce." 

nien followed a performance of Schiller's Wilhelm Tell, on 
which Hardt had worked a long time to make it express as 
dearly as possible Schiller's vision of that spirit of freedom 
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to which the German people hould aspire. On the 23rd of 
March, 1848, a performance or Tell at the Berlin Opera h;id 
fired the people to a deeper understanding of that revolution 
and had helped to crystallize the popular purpose. Hardt 
may have expected a similar effect, but while the reception of 
the play was hearty, he nevertheless feels that it was not spon- 
taneous nor wholly genuine. It taught him, so he says, that the 
spirit of Weimar is as yet none too well received in Germany. 
But for that very reason there is all the greater need of express- 
ing it more clearly and more fre(|uently. Soon after this per- 
formance Hardt appeared before the Convention to plead with 
it for moral and financial support of his undertaking. Instead 
of granting him thu 50--^oo marks a year which he requested 
as a subsidy from the national government, it gave 100,000 
mnrks for a [x riod of three years, together with a goodly sup- 
ply of praise. However, the new Republic of Thuringia has 
greater faith in the German National Theatre and grants a 
yearly subsifly of 1,500.000 marks. In the reason of 1919- 
1920 the box office receipts amounted to 1,700,000 marks. 
But the purchasing value of a mark is not very high in 
Germany today and the cost of running a theatre has increased 
greatly. Hardt found himself at the end of the year with a 
deficit of 1,500.000 marks. So far he has been able in one 
way or another to cover this deficit. He feels he must persist 
until the country realizes that it cannot build up a new^ national 
life before it clarifies the fundamental national culture con- 
tained in its herit<i,ye at Weimar. The difficulties of his task 
have made him perhaps niore pessimistic than the conditions 
of the country warrant: yet his views are not much darker 
than those of many another German who has a real desire for 
• the return of the best German culture. 

Hardt understands very clearly how the Prussian system 
was more and more impoverishing German spiritual life by 
building up its own complicated machine, how it forced the 
people to concentrate their efforts upon keeping this machine 
in a condition of highest efi&ciency, and how at last the people 
neglected the spiritual things and built up standards based on 
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material benefits abme. However, there was always some 
leisure as well as some protesting idealism which cx>uld turn 
its energies upon the finer spiritual culture of the nation and 
keep it from being wholly lost for want of attention. But he 
thinks that, as the extent of the defeat becomes more evident^ 
the spiritual reserves of the coimtiy will become more im- 
poverished. And because the nation must put forth every 
ounce of strength in work to pay its bills, its Idsure will be lost 
and its pbysdcal powers will be taxed to sudi an extent diat 
it win have no reserve to espetsA upon the fostering of die 
finer values of Kfe, and its idealists will become mere pessi- 
mists. Yet Hardt and moat of the finer grained mra with 
whom I spoke know that the regeneration of Germany can- 
not be effected merely or even principally through worit, for 
such a regeneration would mean that the purely materialistic 
standards of pre-war days would ultimately rise again; they 
know that above all ebe the spiritual standards must be 
renewed. 

In the conditions that exist or Uneaten today Hardt sees a 
dangerous analogy to the days following the Thirty Years' 
War. In those days Germany became so impoveri^ed and 
spiritually so exhausted that its cultural powers almost dis^ 
appeared and even its language lost the power of expression. 
For a century the art of the country consisted merely of the 
slavidi importation and awkward imitatioD of foreign art to 
the neglect of any vivid recollection of its own culture. Only 
when it freed itsdf from imitation and turned agahi to its own 
culture, roushig it from tiie stupor into which it had fallen 
throu^ exhaustion, and strengthening it with tiiat foreign art, 
Greek and English, which was in essence most related to it, 
did German art begm to live again. 

It is tiiat sort of extreme exliaustion which Hardt woidd 
like to spare tiie country in its present crisis. He realizes the 
importance of the movements that the workers have begun 
in order to know and foster the cultural values that the older 
cultured classes in tiiehr misery and confusion are neglecting. 
At tiie same time he firmly and, I believe, rightly insists that 
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no such movement can succeed unless the Weimar legend is 
kept as pure and strong as possible, for that legend contains 
the greater part of the country's most intimate and native 
spiritual treasures. Without the help of the Weimar Iq^end 
the country would be like a man who, because of a reccot un- 
fortunate experience, undertook to wipe out the memoiy of 
his entire life and start anew. Innumerable suzprises and 
distorted judgments would make his progress very difficult, 
and he would be without a clear direction until he learned to 
know himself on the basis of the health that was in him. To 
the German people the Weimar legend represents this basis; 
at least, attention to it releases within the mind of the people a 
search for fundamental native ideals, whatever their expression 
may be from time to time. With this in mind Hardt is going 
about his work at the German National Theatre at Weimar. 
He not only wants to give as good productions of the German 
classics as his resources will allow, but in the atmosphere of 
Weimar and its standards he wants to play especially the 
newest dramas as a test of their relation to the ysffffntials of 
German life contained in the Weimar heritage. 



m 

Hsidt's task is difficult He has to labor against the greatest 
Gennan weakness, extreme sentimentality, which in the con- 
fusion of the country tends more liian ever to vitiate all serious 
endeavors. When I was in Wdmar in the autumn of 1930 
the city was again filled with Gennan travelers who had 
ostensibly come on the regular pilgrimage to then: national 
Mecca. I met Ihem eveijrwhere, in the homes of Goethe, 
Schiller, Herder and Uszt, and in the little garden house of 
Goethe, and on the paths tfarou^ the delightfid park of 
Tiefurt I listened to their remarks and watched tfaem dosely 
to see whether their disaster had broui^t diem nearer to the 
spirit of the men wliose former homes and haunts they had 
sov^t out. But they were the stufudly sentimental museum 
crowds of former yeais, whose kmd afifoctatioiis showed Iheir 
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lack of real contact with the spirit that gives these places 
meaning. And yet Weimar was the one city I found in 
Germany that was still making a free display of the new re- 
public's colors, black, red, and gold, as though to symbolize 
the service of its spirit to the new state. But the crowds 
seemed worried by them, while many openly mocked them. 
I visited the palace of the former princes of Weimar, one of the 
most inspiring in Germany, furnished in a taste that bears 
witness to the influence that the intellectual giants of 
Germany once had upon the princes of this little realm. As 
the guide led us from room to room he explained, to the 
visible horror of the crowd, that durmg the Constituent 
Assembly the people's delegates had been lodged there. But 
when he went on to say that all the furniture had been care- 
fully stored away and cots put in instead, they were somewhat 
relieved. It is a strangely sentimental crowd that will stand 
in iHOUS admiration in the bedchamber of a former prince, be- 
coming indignant at what seems to them desecration of that 
chamber by their delegates, and yet will react immediately to 
an order for a general strike if some such prince should try 
to oust these delegates from their appointed work. It is just 
such sentimentalism that makes the work of Hardt so difi&cult. 

But to be effective Hardt must seek for the broadest possible 
hearing. His work is not the kind that can afford to make its 
appeal principally to the great drama leagues Uuoughout the 
country or to the more liberal of the new city and state theatres, 
however important it may be for them. He has the thankless 
task of trying to insist upon the clarification of a national 
legend within the whole people. He must dear it as well of 
the sentimentalizing of the exhausted masses of the middle 
class, who think they guard it in weeping for it, as of the dis- 
tortions of it which disappointed reactionaries, who still con- 
sider themselves its sole legitimate interpreters, would still like 
to effect. He must again bring it to the attention of that 
large mass of people which, as the result of the passions of 
war, has lost all sense of things except as these help toward the 
crudest physical benefits. Even by the best elements of the 
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people's drama leagues his work will not be greatly apfnred- 
atedy though its actual effect noay be far-reaching. It will 
always seem to this class an attempt to educate them from 
above, and therefore far less important than the work which 
they feel they are initiating themselves. There are indications 
that they look with some suspicion upon the Weimar venture 
for that reason. They are not yet liberal enough to distinguish 
between that which is inherently theirs and that which they 
Gall theirs because they have a visible control of it. 

Haidt has also to contend with many physical difficulties. 
The expense budget rose to alarming figures because of the 
decline of the mark and the enormous increase in the cost of 
living, and because of the ease with which the employees of 
the theatre, from star to scrub-woman, together with all other 
German workers, won theur demands for high salaries. For- 
merly the ruling prince not only paid liberal subsidies to 
the theatre from his private purse, but also succeeded in satis- 
fying the actors with ridiculous salaries by flattering them with 
his favor and his decorations. One the less attractive 
results of Germany's turn to democracy is that the power of 
money has suppUmted ^e power of royal favor. And yet 
when the German National Theatre was in serious (jnancial 
straits after the revolution, the employees expressed their faith 
in its work by limiting their demands to the minimum on which 
they could subsist. In the matter of properties Hardt must 
resort to interesting subtleties of economy^ Because of die 
prohibitive price of canvas his scene painter must content hun- 
self with paper. To lessen further the cost of equipment 
Hardt compresses the stage to the smallest possible dimensions 
that the action will bear, and seeks to attain his scenic effects 
through sunple, suggestive arrangements, without being a 
devotee of the extreme expressionistic stage reform. Wlule 
hb sunpHciQr does often attain remarkable effects and be- 
comes strikmgiy expressive, it is purely a result of necessity; 
but for that very reason it is in closer contact with the spirit 
of the times. The property room of the National Theatre is 
a rich stordiouse of pioperties affrumnlatfld since the days of 
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Goefhe's management, but, because of tfae additional eqiense 
involved, many of tliem cannot be used today. Wfaile these 
enforced economie s demand a loeen inventiveness and mnch 
time, diQr are leading to a natural reform of (lie stage in dose 
rdatlOD to llie best of the new democratic ainiit, and in pleas- 
ant contrast to the former tinsd. 

In another kind of enforced thrift Hardt is less fortunate. 
To bring his work before the countiy with proper force he 
should have at his theatre some of the best talent in the coun- 
try. But lack of jDxxaxiy and insufficient faith m the importance 
of his undertaking make that impossible. He must therefore 
content himself with the company which he inherited from Uie 
old regime. I saw a performance of Goethe's Pmtst on whidi 
Haidt had eapended much effort. The quiet simplicity of his 
arrangement of the scenes served to project die actum dearly. 
The distribution of emphasis among the various parts showed 
the producer's deep understanding of the play. But Faust 
hhnsdf was played by an old favorite of the former court who 
dedauned hte part with the bombastic sentimentalism that he 
had hurled across that stage for twenty-five years. He did 
not have the least concq>tion of the character he was repre- 
senthig. Gretdien also was was not of the best, but she showed 
evidences of bebg susceptible to training. The pruM^Nd 
actors are evidently not good enough to do Hardt's work as it 
must be done, but he is not yet in a position to make the 
necessary changes. 

IV 

Meanwhile Hardt is advancing his idea by sheer persistency 
and hard wotk. In the spring of 1921 he finally succeeded, 
after two years of urging, in inducing the city of Jena to give 
up die idea of supporting a theatre of its own and to entrust 
the Weimar theatre with suppl5dng it with dramatic produc- 
tions. The greatest bcnelit in that Step lies in the nCW 
audiences he thus acquires, composed of the students of the 
University of jena and the workers of one of the largest 
iactorieb oi Germany. The new Republic of Thuringia cele- 
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brated at Weimar from the 19th to the 35th of June, 1921, ft 
festive week devoted to the drama. The whole of July was 
given over to ** festival plays '* for the German Schiller League. 
Daring that month high school students from all parts of 
Germany made expeditions to Weimar to visit the national 
shrines and to attend performances at the German National 
Theatre of Goethe's Tas$o, Schiller's Love and Intrigue and 
Lessing's Mkma von Barnhelm. In spite of difficulties, Hardt 
is thus succeeding in helping to keep aUve the Weimar legend. 

Hardt is very intent upon his purpose. When I interviewed 
him to hear the details of his undertakings, he began immedi* 
ately to outlhie a bold and interesting scheme long in his nund. 
He questioned me at length on the attitude of German-Ameri^ 
cans to the new German lepubUc I could not hdp »hi«>Mng 
how mudi almost all of them were dolog to help rdieve the 
physical sufferings of such relatives and friends as tfa^ knew 
to be in need, and how little they know or care about the fi^t 
for a new spirit which is dowly and hdioriously being waged 
in Germany. I gave him ^riiat little encouragement I could. 

If there are any who were honest in their fi^t against oM 
Germany/' he said, ^ then th^r ou^t now to hdp us keep 
the better spbit from being lost in flie confusions of the day.** 
Their nunds and their knowledge of Germany, he tboui^t, 
ou|^t to be dear enou^ to see the need of ffyi phaffiff on the 
Weimar l^end in the struggle for regeneratkm, and tl^y ought 
to come liberally to its support. He plans at an opportnne 
time to address to them in behalf of the Republic of Tlinringiay 
a req[uest to establish an endowment for the German Natunal 
Theatre at Wdmar as an expresskm of thdr f aidi m the new 
democracy as opposed to the dd system vdiidi they hsipol 
to defeat. Fersmialfy I shouM like very mncfa to see Hardt 
succeed, for sudi support would make the Gennan*Americans 
themselves more sane and would free them of the sentimental- 
ities resulting isom war's vexations. Bnt he will have a hard 
thne of it like other courageous and honest idealists in 
Germany today, he will have to grit his teeth and bold to Ub 
purpose until mote favorable conditkms {srevaiL 
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V 

A visit to Leipzig on leaving Weimar convinced me of the 
importance of Hardt's work more than anything he had said 
or shown. Leipzig is a rich con:imcrcial city and always has 
had good theatres, which it maintained from public moneys. 
Today it is supposed to be one of the most radical cities in the 
country, with the people strongly in control; yet its theatres 
are doing less for the people than those of any other large city 
I visited. The opera keeps up its standard as of old, but 
prices are so high that only the rich can go. The theatre for 
the drama is also too expensive for people of average income, 
and its repertory is confused and rather sensational. Since 
the revolution the city has acquired a third theatre, which 
produces new comic operas of questionable merit, and which 
has adjoining wine restaurants and dancing halls. 

The moderate Socialists have organized a drama league in 
Leipzig which boasted of a membership of 25,000 and played 
in a heavily mortgaged house of its own. But the repertory 
was stupid and extreme. The management seemed to be in 
the hands of a typical " parlor holshevist," who appeared to be 
devoted to all the latest isms " and anxious to educate the 
people tlirough " revolutionary art." I saw a play there by an 
obscure Russian; it was called The Secret Corners of the Soul, 
and the principal characters were " Reason " " Feeling " and 
"The Immortal Subconsciousness." The manager flattered 
himself that he thoroughly understocxi it all, but I doubt 
whether the actors knew what they were saying. The audience, 
simple working folk, seemed dumbfounded, bored and di^- 
gusted. but lacked the courage to admit that this was not food 
that they were willini^ or able to digest. 

Another theatre of very much better quality was first united 
with the drama league, but differences arose and it is now 
trying to organize a dramatic society of its own in order to 
insure a steady patronage. In spite of its better program it 
is not likely to maintain it^f without help from the city. 
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Hie city, however, is jealous of such vcntines ami insteid 
of aiding quaneb witii ttem. 

Diascat and strife seem to liave bold of this most ladical 
people's dly, even hi its lebtioii to art Closer contact mth 
tlie Weimar spirit and a refreshing in theur minds of the 
Wehnar legend might help it to a steadier comae. 
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THE MIND OF BAVARIA 
I 

THE GERMAN Revolution, which seems to have been 
a greater surprise to the Germans themselves than to 
the other nations who were anxiousl}" awaiting its 
approach, at first wrought havoc with the mind of the Bavarian. 
He i<^ a stoh'd, slow-moving fellow, gruff on the surface, though 
of kinder and gentler heart than the stern Northerner. He 
loves his comfort and hates to leave accustomed ways of life. 
When he is forced to do so, his confusion and anger are apt to 
lead him to excesses, until he tires and slips back to his old 
habits. So in the early days of the revolution, Munich was the 
scene of two most extreme and violent attempts at setting up a 
communistic state; yet today it shows fewer revolutionary 
changes than any other part of Germany. Its government is 
comfortably reactionary. A few extreme radicals of the 
idealistic type have seats in it, but they are kindly tolerated, 
flattered with insignificant concessions and neglected. It is the 
center of the armed force of German reaction, the Orgesch, 
the irregular military organization of Herr Escherich, which 
caused such difficulty to the national government in its attempts 
to carry out the disarmament terms of the treaty. Every 
evening I met large numbers on their ymy to drill at the various 
headquarters, openly canjing rifles over their shoulders. In 
Munich the police are as numerous as before the revolution 
and they still wear the old royal unifomis. Neither the old nor 
the new German flag is much in evidence, but when th^ is a 
display, the Bavarian colors appear, and occasionally even 
those oi tbe House of Wittelsbacb. 
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The revolution seems to have made the Bavarian more anti- 
Pniaaian than he was before the war. Now that he is again 
able to have some degree of peace, now that his beer reminds 
him somewhat of the good old days, and his father confessor 
is again willing to comfort him as to the ultimate fate of his 
soul, he puts the responsibility for the late upsets upon the 
fordgoer, the Prussian. He doesn't even care to see the 
Fdissian visit Munich, lest he stir up more trouble or eat too 
much <tf the Bavarian food and raise the price of it again. 
When I was thete, it was at least as difi&cult for a Frus^an 
to visit Munich as it was for me. Like all frntgners, he had 
to have police pennission to enter the cily, he had to report 
at headquarters withm twenty-four hours of his arrivali the 
time of his stay was strictly limited and his actions were care- 
fuUy controlled. 

Bavaria wields a weighty dub over North Germany. It is 
the farmkuid of Ifae country. Consdous of the advantage 
this gives, it continually threatens to secede if the North should 
try to force upon it federal regulations ^di to its slow 
reactionary mmd appear too violent a change. Secession 
would undoubtedly ruin both the North and South; but Bavaria 
. is retroqjective, and therefore ignorant of the results that sudi 
a move would cause. Meanwhile the new rqnibUc is established 
because events l»ouglit it to pass and swept the people into 
it; now that it is orderly they accept it, just as th^ would 
aa:ept theur king again, if he returned without too mucb 
oommotfon. In ordinary conversation, the people of Munidi 
were speaking of the former ruler as thdr king with the same 
quiet affection as before the war, not because they particularly 
wanted hhn back but because the stolid f armer-dtixen doesn't 
like to be uprooted and is consequently very stow about chang- 
bg his vocabulary. These people are the least political of all 
Germany. The old reactionary leaders, therefore, had only 
to bide their tune to assume skmly and unobtrusively their 
old command. For though the revolution forced out the king, 
it did not seriously disturb the real rulers of Munidi and there- 
fore of Bavaria: fhe BojbrSu and tiie cfauidi. 
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Even liie artistic life of Municb today, especially its theaties^ 
is curiously imder the domination of these powers. But fhls 
gruff and genUe capital is justly proud of its art and any 
pressure upon it by the authorities therefore must be applied 
carefully and subtly. 

The People's Drama League of Munich is a flourishing 
oiganization, in most essential details aimikLr to that of BerUn, 
but even freer from all disturbing threats of mner political 
strife. Though it was originally founded by members of the 
Majority Socialist Party, more than half of its 35,000 mem- 
bers to(ky are of the middle dasses. Most of the officers of 
the society are moderate Socialists, liberal minded, free from 
reactionary prejudices and determined that no political con- 
siderations shall influence the work of the League. The 
monthly publication of the League, intended principally to give 
its members a deeper understanding of the season's repertory, 
is ranked among the better literary publications of Germany. 
A striking exception to the general character of the member- 
ship is furnished by the editor, a young Bavarian author, 
Riduurd Schdd, who is an ardent Independent Socialist, former 
Minister of War In Eisnn's government, and editor of the 
radical paper Der Kampf. But he carefully keeps party 
politics out of the magazine, -MsSbl is, moreover, the weapon 
by which the League protects itself from the political inter- 
ference periodically attempted by the authorities of the city. 
On the occasion of one such attempt the editor stated the 
policy of the League thus: " Whenever the stage, as at present, 
is in danger of becoming the arena for confused political pas- 
sions, we will strike; but our blows are meant only for this 
abur^(? which thinking people of all parties will condemn, not 
for ihe parties or political convictions themselves. 

*' Let us rejoice that in tlie present wretched self-mutila- 
tions of our people, there exists al least one field of life which 
is still free from party passions. All of us will do our part, 
whatever position we otherwise may take, ii we look upon the 
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stage as a serious demeDt of life, love it, and seek to under* 
stand its premises and conditions. The pleasure we take in 
the theatre signifies in no wise a shaUow, superficial desire for 
enjoyment It is the expression of a very deep need, which 
strives for the discovery, discipline and development of per- 
sonality in the presence of the poetic symbols of life. 

" That which is offered as the best of art in no manner 
offends the moral, religious or political convictions that we 
may nntertain outside the theatre. He who is so miserably 
sluggish that for the sake of sheer comfort he avoids the con- 
flict of his convictions with those of others, who is afraid to 
put them to the test of contact with other views and inter* 
pretations, or to strengthen them through contradiction, has no 
daim to the serious stage and had better go to the comedians 
and acrobats. . . . Even when we condemn, let us not fall 
back to the stage of screeching barbarians, who dig up the 
hatchet because their God wears other festive garbs than the 
God of the neighboring tribe." ^ 

Through pressure by the liberal members of the state legis* 
lature the handsome PHmregenienikeaier has been entuely 
given over to the League since the fall of 1920. Its repertory 
is made up almost wfaoUy of the German classical and ^e 
nuitemth-century drama, with a sprinkUng of Greek and a 
few shatAgpftgyiati plays. As io the drama leagues through- 
out Germany, the tendency Is to sinqdify die stafpng as far 
as possible In order to produce a greater intimacy between the 
plays and the people. As art Is made the concern of the 
people it will Invariably become more simple, and as It grows 
more sunple, its relation to die people will be Increashi^y 
Intimate. 

In addition to its own theatre, llie League has the privflege 
of leasing large blocks of seats at very reasonable prices in the 
other two state theatres, die large Bavarian National Theatre 
with its repertory of opera and drama, and the small Readefu- 
Theater whidi Is devoted principally to modem p!ays. The 
new duector of diese theatres, Dr. Karl Zeiss, freely consults 
a Mnnrlmrr ydtalMHmBj 1920, p. ^ 



Digitized by Google 



THE MIND OF BAVARIA iij 

with the League as to his repertory. When good productions 
are staged at the various private theatres of the city, the League 
arranges opportimiUes for its members to attend these also. In 
general it seemed to me a very serious and unobtrusive organ- 
ization, atteDq)ting to establish as natural a relationship as 
possible between the drama and the people to free and clear 
tlie people's mind throun^ contact with the drama, and to keep 
the drama pure by biinging it before a simple^ naturally re- 
cq)tive audience. Yet the authorities of the city and the state, 
largely controlled by the church, seem to sense in the League 
some curious danger threatening their influence. Whenever 
an opportunity presents itself they do their utmost to impede 
the League's work. 

If the slightest criticism or caricature of Bavarian clericals 
occurs, the reactionary element of the audioice is almost 
certain to interrupt the play with hisses and cat-calb, and on 
the following day the reactionary papers will use the incMent 
to launch attacks upon the dangerous radicalism of the League. 
If in addition there should appear within a play a slur of some 
sort on the old monarchical group, a riot is almost certain. 
When Wedekind's Schloss Wetterstein was first played in 
Munich, its daring satire against the old society caused frfr> 
quent interruptions from part of the audimce. When in tiie 
(day a persecuted member of society hurled against a sleek and 
prosperous villain of the nilmg dass the threat, " 1 will have 
your prince whipped out of his mooarchyl " reserves bad to 
be called to restore order. 

During die Kapp Pittsck In Maidij 1920, the reactionaries 
of Munich ihoufi^t they saw a chance to rid themselves defi- 
nitely of the League by treating it as a dangerous rebel organ- 
ization. Hie military commander who was put in charge of 
the city during those few days of reactionaiy operarbouffe, 
ordered the League disbanded and occupied its theatre with a 
oon^iaiiy of soldiers liberally supplied wilh m^^iiinft guns. At 
the last performance vdiich the League was allowed to give, 
the approaches to all the ezits and to the restaurant were 
guarded by madnne guns trained upon the audience. Hie 
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latter is said to have been mildly amused and to nave passed 
huniorous resolutions of protest, while the soldiers smarted 
under the farce they were compelled to play. The Putsch 
disappeared in a very few days and the League quietly took 
Up its work again. For a time it suffered some inconvenience 
because it was, as it still is, dependent on the regular compa- 
nies of the state theatres many of whom were of the reaction- 
ary fiffoup and markedly neglected their work when playinpi; 
before an audience wholly made up of members of the Leaf^uie. 
The new director of the State theatres has put a deiimte stop 
to this practice. 

Even the Ilojbruu does its part in making difficult that part 
of the work of the Leasnie which is concerned with developing 
a proper audience. In the official publications of the League 
the editors frequently feel the need of reminding a small group 
of the membership that theatrical performances are not beer 
concerts and that rowdyism and crude jollity are out of place. 

m 

When direct interference with the work of the League 
proved of no availi the reactionary dements In Munich set 
about to develop a counter league to save from contamination 
the people for whose welfare they hold themselves responsible. 
This new league is simply a branch of the Buhnenvolksbund 
of the Rhine Provinces, though they attempt to make it appear 
an organization developed by the people themselves. It is 
headed by dignitaries of the church by prominent reaction- 
ary officials of the state and the city. Its political activity 
consists not so much in the dramatic program offered to the 
members as ui the extensive propaganda through which it 
warns the people against the dangerous character of the Munich 
Volksbuhne and draws them into its own league. It floods 
.the dty with posters and handbills describing the older league 
as a society of dangerous Socialists and disintegrating inter- 
nationalists, organized and financed by scheming Jev^dsh poli- 
tidans. lie cry against the Jewish danger is a very effective 
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weapon lor the reactionaries in Munich. The people of the 
city have a veiy vivid recollection of the prominent part taken 
1^ certain Jewish politicians in the excesses of the two com- 
munistic revolutions. It is a simple task, therefore, to turn 
their resentment into a general anti-Semitic feeling, and even 
to bring a whole movement under suspicion if any trace of 
Jewish influence can be proved. 

But even more effective is the propaganda of the reactionary 
league which commands the people to turn their attention to 
^ Christian art and guarantees a repertory in that spirit. To 
the ordinary member of the Catholic Church of Munich and 
South Bavaria a demand of this sort is an order which he has 
not the courage to disregard. For while defeat and revolution 
so ccmlused Uie mind of the average German as to throw the 
pditical situatkm mto hopeless disorder, the Catholic Party 
was able to maintain its disdplme, and eveiy parish priest b 
stin a local boss. Demands by the new league are, therefore, 
orders from the church, and to disobey is to endanger one's 
soul. Even so, this Drtholic league in the heart of Catholic 
Bavaria is not yet quite so strong in membership as the older 
liberal league; and the hysteria of its propaganda mdicates fliat 
the disintegrating influences of the many new forces at work 
within the countiy are threatening even the okl Catholic 
dlsdplme. 

It is very hard to determine just what the promoteis of diis 
league mean " Christian art" They semi thdr members 
into the city theatres to see the same plays that the older 
league has chosen for its repertory, but seem to disapprove of 
every modem pkiy unless its author happens to be a Catholic 
of good standing. The objections to most of these plays can 
hardly Ite in theur religious qualities, but sunply indicate the 
traditional fear of the reactkmaiy to face squarely the forces 
that are demanding new adjustments. They have put their 
ban upon only one of the older plays. The classical play of 
religious tolerance, I.essing's Nathan the Wise, they have for- 
bidden to thdr members, not so much because they feared its 
influence upon then: people, it seemed to me, as because they 
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felt that tb^ liad to ffliistrate their idea of an unchristian 
drama by some concrete example. It was a typical case of 
reactionaiy blundering and afforded general amusement to Ihe 
Munich press. If the average member of this league were 
not of a kind to obey the orders of his religious advisers with- 
out questiomngy and thereby gain the peace of mind necessary 
to enjoy his HolhrSu thoroug^y, this action mi^t have caused 
much trouble. 

A young and' imassuming literary priest of Munich, Dr. 
Dimmler, was hdping the Catholic cause far more simply and 
more effectively in the summer of 1920 than the Christian 
Drama League and its laborious propaganda, that summer 
the Passion Flay <A Oberammergau should have been given. 
But scarcity of food made it hnpos^ble for the little village 
to undertake to feed the visitors who would have come to the 
performances. In this circumstance a private theatre in 
Munidi saw a chance to unprove its fortunes and staged a very 
good performance of an old French version of the Passum 
story. The price of admission was hi^ and the effort too 
literary to win Ihe endorsement of the church. After a short 
time the play fafled because of lack of patronage* Dr. 
Dimmler, however, realized what importance a Passion Play 
mi^t assume in the political and reli^us entry of the church 
into the dramatic fidd, if only the pby were composed and 
staged in a style ai^roaching that of Oberammergau. 

He was the author of a series of short plays for amateur 
perfoimances in Christian homes.*' With this ezperience, he 
set out to dramatize very sunply the stoiy of the Passion. 
Ihoui^ the result has not much artistic value, it shows a keen 
perception of the audience for which it is intended. It is 
built against the background of that large store of pious memo- 
ries iriiich every Bavarian Catholic accumulates by attendance 
at mass from early childhood. Li simple manner the author 
unfolds the story of the sufferinp of Christ Christ, as the 
central figure, does not speak a word or make a move not 
thoroughly familiar to the people from the Lenten services 
and the most popular sacred l^g^ids of the Catholic Church. 
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The play was staged In the open, in a dearing of tlie beanti- 
fill woods of Herzogpark just out of Munich. The stage was 
of simple construction, In pageant style. The arch in the 
center was so arranged that by a few Ingenious shifts It could 
be made to represent the hall for the Lsst Supper, the Mount of 
Olives, Pilate's judgment seat, or Calvary. The large wooden 
structures on either side gave the necessary illusion of ei^nnse, 
and furnished necessary eadts. The domes formed by the 
magnificent trees round about had remarkable acoustic quali- 
ties and furnished the impresswe atmosphere necessary for a 
proper effect 

In spots the composition of the play was very poor. In 
buildmg iq) the diaracter of Judas, the author evidently felt 
that this figure represented no sacred memories upon ^ch 
he need play, and he gave free rein to his dramatic talent. Ifis 
idea was to depict in Judas a subtle conflict between love for 
the law and love for Qirist, and yet to make him a person 
reminiscent of the Judas of tiie popular old German woodcuts. 
He had such poor success that the actor had to resor^ to wdrd 
pantomime to express anything at aU. Pflate was a weak, 
hen-pecked villain and Claudia a sentimental German HauS' 
frau. As a whole It was an awkward dramatic construction, 
but attuned closely and in a very Interesting way to the reli- 
gious memories of the audience and therefore one capable of 
unusual effects. The crowds used in the play were very well 
drilled and esceUently costumed. Where the action lagged or 
unsympathetic secular scenes threatened the general atmos- 
phm of the performance, the orchestra, hidden someiAere 
behind the stage, played familiar chorals and chants, thus con- 
tributing its part toward releasing within the audience the 
pious reminiscences upon which the play depended. 

As soon as the church authorities realised what help this 
play might give their cause, they backed it with the full power 
of the organisation. On the doors of every Catholic Church in 
Munich and for a radius of many mfles around the city, posters 
advertised the Passion Play and urged its benefits upon the 
congregation. A gayly costumed peasant throng would crowd 
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the paths to Herzogpark every Saturday and Sunday afternoon, 
tflKi^ their beads as if on a pious pilgrimage. IncidentaUy the 
young priest'playwilghty when I saw him last, was on the point 
of tmnliig into a successful business man, and was planning 
to Inoorpoiate his venture. He was quite cooscious of the im- 
portance of his play in the political struggle engaging Bavaria, 
tbou|^ he professed that it was a purely artistic undertaking. 

IV 

During the two attempts at a communistic republic in 
Munich the old royal tiieatres were entirely given over to the 
people. No admission was charged and the ruling commission 
controlled the repertory. The result is said to have been a 
laughable farce. The actors demanded exorbitant fees for 
their services and amused themselves by confusing the audience 
with extreme caricatures of the parts assigned to them. With 
the resultant reaction the old authorities, the old discipline, 
and also the old favoritism in respect to repertory were re- 
instated, but the actors succeeded in maintaining thdr claims 
to very greatly increased salaries. As a result there was a 
deficit of several million naarks at the end of the first year, and 
the state had to be approached for subsidies. The friends 
both of the Volksbuhne and of the Catholic League were power- 
ful enough in the legislature to stipulate as a condition of the 
granting of such subsidies that the theatres be in large part 
given over to the needs of their societies, and that a new 
director be i^)pointed in sympathy with the work of the two 
leagues and with ability to improve the quality of the dramatic 
performances. Inasmuch as the aims of the two leagues are 
extremely divergent, however similar their methods in the 
theatre itself must be, this represented a very difficult task. 

The state was very fortunate in procuring in Dr. Karl Zeiss 
a man who has proved his ability through very good work In 
the management of the theatres of Dresden and Frankfurt on 
the Main. I spoke to him about a week after he had entered 
upon his duties on September xst, 192a He was highly enthu- 
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siastic, and very confident that he would be all the freer to 
develop the theatres of Munich according to his best ideals 
because the varied interests behind him assured him of the sup- 
port of every faction. Tliat undoubtedly would have been true 
if he could have maintained the strict neutrality which he 
believed the situation demanded and could have devoted him- 
self whole-heartedly to his artistic tasks. However, the words 
from Goethe's Egmont, " Safety and peace 1 Order and free- 
dom ! " which he chose as the motto for his program upon taking 
office, lead one one to suspect that from the very start he was 
too conscious of the political pressure upon His artistic plans. 

His first season has been one of artistic rather than political 
neutrality. His best work is said to have consisted in helping 
to put upon a higlk plane the performances for the VdksbiUme 
in the Prinsregentenfkeater. In the other theatres, where be 
had to serve the general public and both the leagues, he 
showed less courage or clarity of purpose. Reactionary pre}* 
udice succeeded in hounding several of his best actors into 
resigning, thus drawing him into the political fight in order 
to protect himself, and robbing his real work of much energy 
and time. It almost seems that the political neutrally which 
Is essential can be maintained only through colorlessness in 
matters of art, and that dramatic art in Munich can be free 
only if liberalism prevails in politics and gives art a chance 
to five its own life. 

V 

An enthusiastic group of young Munich radicals, a remnant 
of the aesthetic dreamors who formed part of Eisner's fcXkrw' 
ing in the revolution of 191 8, have set up a small theatre of 
their own to foster ''revolutionary art/' and to devdop a 
theatre conunune in a truer sense than the one developed by 
the VolkslHikne, They too profess an absolute freedom from 
political purpose; but you need only talk with the leaders or 
mix with the audience in the court before its small back-yaid 
theatre to know that their minds are so occupied with protests 
against die established organizations of society, and widi the 
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construction ol radical Utopias, that their lives cannot easi^ 
be divorced from politics. 

The company is composed of talented yomig piofessioiial 
actors, whose enthusiasm for the social service which they 
believe they are rendering gives a ddightful quality to tfaeur 
work. They have that extreme paternalism of youth wfaidi 
coUects a little audience of faithfid followers to open up before 
them exact visions of the ultimate values of life. The hall 
in wliich they play is an old bam, transformed mto a small 
theatre at little expense but with mudi good and simple taste. 
Tlie seats are crude benches, and the stage is so small that the 
actors movhig about on it seem unduly tall. And yet I met 
nowliere else an audience that felt so much at home as the 
people in this hall. One of Anzengruber's realistic dramas 
was being played extremely wdl, considering the scardly of 
equipment The audience was listening not with the reverent 
seriousness you find at a good performance at the Velksbukite, 
but in a spirit of natural aSad happy partictpatian. I felt 
clearly the intimacy betwera tiie actors and the imMviduals in 
the audience^ as you might find it in a small, cultured amateur 
society; but there was nothmg amateurtah about the perform- 
ance. Nor did I sense during the play itself any of the strong 
political current that I found so domhumt in the courtyard 
outside and in the theatre offices. It was evident that every- 
body was having too good a tune to think of their political 
grievances. 

Tills theatre belongs to the audioice in a very real sense. 
The necessary capital was collected by selling bonds at twenty 
marks (forty cents at that time). No shij^e member is 
allowed to own more than fifteen such bonds and no one is 
entitled to more than mie vote in the assembly. Members 
pay about a third of the admission price asked of strangers, 
whidi is only ten marks (twenty cents) for the best seat. 
Evkiently little money is required for the venture. All the 
work except that of the actors, who receive a very modest 
salaiy, is voluntary . Each member devotes a large share of his 
leisure tune to tlie theatre. Hiey oiganize in shifts to do the 



Digitized by Google 



THE MIND OF BAVARIA i2i 



necessary office work, carpentering, decorating, cleaning or 

whatever else is needed. 

The repertory consists almost exclusively of modern plays 
taken from the life of the people of the humbler classes. But 
if the performance I saw is a ^ood criterion, these revolution- 
aries are merely kind, jolly Bavarians who are finding^ a very 
high-grade substitute for the crude entertainments of the beer 
halls. Though they Jirumble overmuch against pohtical oppres- 
sion, when you engage Ihcm in conversation, or dream fantastic 
dreams of communistic heavens, they certainly are not the an- 
archists reactionary papers picture tiiem, nor such perverters of 
art as the Volksbuhne would have you believe. Their perform- 
ances are so good that political aims arc for the time forgotten. 
In an interesting manner contact with art, even in sucb a case 
as this, tends to dear political confusion. 

VI 

Mtmicfa possesses in the Kammerspide a theatre dhich be- 
fore the war enjoyed the r^utation of beiog one of the very 
best private theatres in Germany. It was a refined pioneer 
in the interpretation of the modem diama, and by ingenious 
recasting opened up the riches of many old plays for its modem 
audience. Among its actors it had some of the best talent of 
the country. Its director, Otto Falchenberg, ranks as a hi^y 
talented artist and an eminent student of the drama. The 
audience was that rather large group of refined, gentle, in* 
teUectual aristocrats of Munich, who represented a str^dng 
contrast to the cruder jolly followers of iht Sofhrau, 

Today this theatre b one of the sad ruins of the war. It 
has the same dkector and most of .the hig^-grade actors, but 
its sphit has been killed by the commg of a new audience. 
The same economic situation which compels the theatre to 
ask very high prices of admission in order to exist, has im- 
poverished the old audience and made it dependent upon the 
drama leagues. The new audience is merely a group of the 
war-rich, without a trace of the refinement wluch made possible 
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the former quality of work and without any particular d^iie 
to develop it. It has the old Hojbrdu taste and wants HofbrSu 
food, but wants it served at the aristocratic table and with 
the refined service of the Kammcrspiele. It is a sorrowful 
sight to see Falckenberg and his company attempting to main- 
tain their self-respect by giving this former quality to their 
work, but being dragged down inevitably toward the level of 
the audience. The result is a sharp disturbing discord. It 
demonstrates that a high-grade private theatre cannot exist 
in Germany under present conditions, and emphasizes the im- 
portance of the drama leagues and of the city or state theatres, 
in close relation with the drama leagues^ in preserviiig the qual- 
ity of the drama. 

vn 

The real amusemeiit centers for tfae unthinking masses of 
Munich, the Great Society," are tfae innumerable beer halls, 
descendants of the Hejbr^. Even the moving pictures can- 
not compete with them. Eveiy night large numbers of such 
halls are open, with cabaret programs in which the Tyrolese or 
Bavarian comedians predominate. These halls are tlj^tly 
packed and the smoke is thick ahnost to suffocation, but the 
beer is cheap and better than for many years of war regula- 
tions. It therefore taiws but litfle ingenuity to win applause 
and busliter, or anger if you want it 

The comedians in these places are the real politicians of the 
people. They seem to have tfae power of sensing accurately 
the temper of tfae large crowds voA of playmg to it Tbeur 
couplets reflect m the broadest way die reaction to tfae afEairs 
of public life. The refoain is every?diere the same: It all is 
a muddle; we cannot understand any of it; just let us alone; 
give us back the good old comfort and tfae good old beer, and 
the authorities can grind along on thdr jobs If they enjoy 
them.'* 

I saw no public holiday in Germany so Aoroughly and so 
universally enjoyed, as flie annual OkMerfest in 1920, which 
die Munich authorities ordered to take place a fortnight ^rly, 
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about fhe middle of September, and at which pre-war beer was 
restored to the public for the first time. It seemed as though 
all Munich were reefing for jqy, tihough joy was not sufficient 
cause for some of the staggering I saw. The conservative 
pqjers on the foUowing day commented extens»ely on the spuit 
of the celebratioD as on a great victory. Th^ evidently felt 
that their trials were over, now that their beloved confederate, 
the Hofbrau, had again recovered his former robust health. 
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AUSTRIA'S DREAM 
I 

AS YOV probe into the conditions of the small republic 
of German Austria, you are tempted to draw the 
conclusion that, while there are plenty of men who 
talk and act like the Austrians of old, Austria as a country 
no longer exists at all. Politically and economically the con- 
fusion is so great that all attempts to clear it appear like help- 
less child's play. There are political parties and subdivisions 
of parties galore. The monarchists divide themselves into 
three contending groups, each with a determined mind of Its 
own as to who is to occupy the throne. The more or less 
democratic capitalistic class and the liberals are so poorly 
organized that they exhaust themselves in useless theorizing. 
The squabbles amonp; the various types of Socialists and Com- 
munists are downright ludicrous. The Catholic Church alone 
seems to exert some degree of control over its members 
throughout all the parties. 

The people seem to prow more and more dumbfounded as 
they realize niore clearly how small a nation thry are now, 
A feeling of helplessness weighs them down as though they 
had lost nil power of sdf-control. In the fall of 1920* a 
dollar bought nearly three hundred Austrian crowns as 
against hve crowns before the war. Prices for food and cloth- 
ing had risen almost in the same proportion. A dinner at a 
restaurant cost two hundred crowns, and yet the restaurants 
were filled with people eating well. A good many Austrians 
seemed even to have grown rich on their country's misery. 

> The Austrian crown has bJBm vtiy cwiridcraMy daoe and has made 
conditions even more aitifidaL 
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Meanidule the great majority starved at home, or lived in a 
daze, and not a pleasant daze but rather that of a child severely 
punidied for some wrong it cannot itsdf measure. The 
Austrian is like a child. He has little of the Eastern fatalism, 
but he is proud, and in his greatest miseiy he his naively 
optimistic. If you question him regarding the pditical affairs 
of the country, he will answ^ with half a smOe: I don't 
know what to make of it They are mad, all of theml " 

The Austriaas sbnply cannot comprehend their economic 
condition. They do not understand the eidiange; they see 
in it only the result of a fatal war, and war must pass some 
time or other. They are a helpless lot, and yet they feel that 
they must do something to maintain their self-respect and to 
win back the respect of others. 

You hear them say: " But everybody loves Vienna. People 
from everywhere will always come to be happy and to smile in 
Vienna, to hear the Viennese opera and enjoy the Viennese 
operetta." Vienna, however, has suffered more than any other 
part of Austria. It is a city of traditions, and traditions to be 
enjoyed today in reminiscence, not in fact. Vienna is cut off 
from the country that fed it and supplied it with comforts for 
visitors. More and more, too, it is being depleted of its artists 
as they get a chance to work at better money, to live on better 
fare, and to play to less starved audiences in other places. 

But once the opera, the concerts, and the high-grade theatre 
are gone, Austria will have nothing but what Germany can 
give it. Austria does not object at all to a union with Germany, 
but it does object violently to coming td Grrmany like a beggar. 
Then all its self-respect would go, its optimism too; and even 
reminiscence would be bitter. 

Therefore tlie Austrian s are determined to save their art at 
least. Meanwhile it may be necessary to live on very small 
rations, but no outsider need be aware of that. They will 
tighten tht ir belts and hide their poverty behind the walls of 
Vienna, wliile they find some small, pleasant town in the hills 
and make of it a place to exhibit their music, their opera, and 
their drama. 
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In August, 1920, 1 found the President of Austria and most 
of his Cabinet, the leading business men of the country, and a 
dozen of the prreatcst intt liectiial leaders gathered together in 
Salzburg. Sal/bur^ is a city in the foothills of the Austrian 
Alps, rich in monuments and the history of Austrian art, un- 
scathed by war and far from the actualities of suffering Vienna. 
These men were planning to resuscitate the country by estab- 
lishing here a grand festival pla}}i()use. To them tliis play- 
house is to be a sanctuary, offering an escape out of the miseries 
of their present life into art, where they can seek new human 
power in the pictures of the drama, and new faith and new 
promises in the secrets of music. The\' think of it as a temple, 
and not as a theatre. They are disappointed with your lack 
of comprehension if yau look on their project as the establish- 
ment of a large tiieatre, where the best plays might be given 
in the most approved style before large audiences, who come 
from all over the world to see what new effects can be produced 
by an artistic people under stress. They will launch upon a 
long discourse as to the need of spiritual regeneration after the 
degenerating influences of the war. They wiil speak of the 
decline of the theatre, due to the fact that the box office has 
gained ascendancy over art and exhibits only cheap, exotic 
sensationalism. Therefore they propose to turn from the 
theatre to the festival playhouse, an ins[^iring monument to 
art, located not in the center of a bustling city but in a stately 
grove on the edge of the Austrian Alps. This they will have 
served by producers and actors intent upon ministering to the 
spiritual needs of an audience capable of reverent devotion. 

Clearly this is not a theatre as we know it. It is so strange, 
in fact, that we involuntarily sus})ect it and look for other 
motives. In such a mood indeed it is possible to find a trace 
of commercial motives and not a little of national purpose in 
the scheme; and yet these people are sincere in their avow^als. 
As a matter of fact, the greatest of their national drama was 
conceived in a festive ethical spirit not very different from the 
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purpose they now pfofess. Today, when their material misery 
is greatest, they are simply reviving that spirit and framing it 
in the most appropriate fashion they can conceive. 

Salzburg is veiy near Germany. That seems to them a 
distinct advantage, and is indicative of their consciousness of 
German relationship, which continually pulls at the boundaries 
set up by the treaty. While Salzburg is now simply a modest 
peasant city located within the rich valleys of a broad mountain 
stream fed by the Austrian Alps, it was for more than a thou- 
sand years, up to the beginning of the nineteenth century, the 
lesideEqr of powerful archbishops, who adorned the dty and 
its surroundings with cathedrals^ chapels and monasteries, 
with a university, with fortresses and castles, and pleasure 
palaces and gardens of exquisite taste. It is one of those rare 
cities of Europe that the ages have lavishly favored and modem 
life has hardly touched at all. The surrounding hOla have had 
centuries to accustom themselves to the works of man, to the 
rugged old castles and the newer Renaissance buildings, and 
have accepted them as equals in the landscape. 

They propose to buOd the festival playhouse not in tiie city 
itsdf , but just outside in the suburb of Hellbrun, where Aidif* 
bishop Wolf Dietrich once spent the country^s weallli in build- 
ing a sumptuous palace and rococo garden for the entertmn* 
ment of his many guests. In the medieval woods nearby there 
is already a natural theatre worn mto the lava rock, where it 
is said Wolf Dietrich occasionally amused his guests with an 
Italian farce. Hiey have chosen tfaehr site in a broad clearing 
of these woods, wiUi a view upon a glacier, so fliat before you 
reach it it you must pass the dty, the palace and gardens of old 
Wolf Dietrich and the deep woods beyond, and thus are far 
removed from interference by the worries of daily life. 

Firofessor Poelzig, the most famous theatre aidiitect in 
Germany and head of the Berlhi Art School, who presented a 
marvelous set of plans for die playhouse, rath^ astonished 
the judges by using but few of Ibe innovations which he so 
boldly incorporated in Rdnhardt's new theatre in Berlin. 
' They were convinced at once that his plan embodied the ^irit 
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of the enterprise. He had absorbetl tiie past of Salzburg, had 
found its predominating characteristics the Still lingering 
atmosphere of the jolly courts of the archbishops and the old 
Italian baroque monumental buildings, curled, capricious, non- 
academic. It was not the stiff and decadent rococo of Potsdam, 
but rather that reflected in the music of IMozart, Salzburg*s 
favorite son. He pictured a theatre nestlini^ into thi^ historic 
background in intimate rt lation to the surrounding hills, of 
refined baroque style with picture stages and rising tiers of 
galleries, intimate, a bit aristocratic, impressive not so much 
for luxuriousness as for the quiet spaciousness which invites 
everyone to come and worship. The plans of Poelzig offer 
to the people a house in which they can reverently enjoy the 
riches of the past The meadow in front of the playhouse 
will become a garden in which open-air periomiaDces can be 
held and around which will wind rococo peigolas leading to a 
nunlature theatre for more mtimate or experimental plays and 
to a recreation hall on the opposite side. 

Only such plays and works of music are to be givm as truly 
serve a festal purpose. By that they mean performances 
which will release within the people their truest hopes, will 
make the Austrian realize his genuine foundations, will free him 
from extraneous and misleading ambitions, and will take him 
out of the confusions of the present by making him conscious 
of himself. It is not at aU a theatre to them, but a national 
spiritual forum, expressing the bdief and the louging which 
strongly influenced Austrian and German art at its best 
moment and which has determined the standard by which 
th^ call things classic Hiere must be no concessions, they 
say, to the desire for the spectacular or sensational; above all, 
no catering to delicate aes^etic fads or to literaiy oddities in 
festive garbs. 

Austrian art is to be preferred to German art, and German 
art to foreign. For the present they propose to play only 
Shakespeare and Calderdn among non-German dramatists. 
Of German art they will produce only those plays In which 
the influence of the Soufli has softened the harsh materialistic 
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Northern note. For the first season the following program ia 
proposed: Of the drama they will produce JUje as a Dream, 
a symbolic comedy by the Austrian classical poet Grillparzer, 
and Schiller's Bride of Messina, the consecration of tragedy 
as they perceive it. Mozart's Magic PlmU and Wagner's 
Lokenffrin have been suggested as the most appropriate operas, 
supplemented by concert performances of Schubert's Mass in 
E sharp Major, Bruckner's Mass in F Minor and Beethoven's 
Ninik Symphony, 

m 

Most impressive is the devotion of the artists to the vision 
tbis proposal arouses in them. The foremost liave deliberately 
rearranged their lives to devote tliemsdves wholly to its real- 
izatton. Hugo von Hofmannsthal has bought a home hi Salz- 
burgi has settled there, and has just completed an adaptation 
of Calderdn for presentation at the playhouse. The composer, 
Richard Strauss, is develpfong a new style hi his latest conqw- 
sitions under the influence of this new ideal, and has pledged 
to the festival playhouse the net proceeds of hb recent fordgn 
tours. A half dozen other prominent Austrian artists have 
left Vienna to devote themselves more fully to the Salzburg 
idea. Max Rdnhardt, the most ingenious of German pro* 
ducers, findiog the masses of the Prussian capital hopdessly 
dulled to artistic effects, has turned over to others hb chain 
of Berlin theatres throu^ which he oqitured the imagination 
of students of the stage the world over. He has lost interest 
even in his large circus theatre before its possibilities have 
been fuUy exploited; wisdy, perhaps, feeling that he has 
reared in it a wild and unruly thing which never can be tamed 
to serve the finer human ends. In Salzburg, he has bou|^t 
one df the beautiful old palaces and has settled there, pledgmg 
his powers wholly to the festival playhouse. 

In August, 1920, on the occasion of the annual general 
meetbg of the organizations that are workmg to bring the ptay- 
house into Immediate being, Rehthardt gave a performance of 
Hofmannsthal's adaptatiim of the old En^pSsh morality play 
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Everyman. The peddnnaooey wliich was wortliy of Rdn- 
hardt's genius^ was given in the open square before the beanti- 
fill Renaissance cathedral. The enthusiasm of the many dele- 
gates, the atmosphere of the dty, even the surrounding hills, 
he forced to serve as background to his play. He gathered 
from Berlin and Vienna the best actors and inspired them 
with his purpose, so that they worked long and diligently in 
preparation for the event with no other remuneration than the 
oonscloiisness of performing a great artistic service. He i 
created a performance which eveiybody present felt to be a j 
true eipr^sioD of the festal purpose they are seelung to i 
define as the basis of their imdertaking. I 

The devotion of the authors, producers, actors and artists I 
is one of the most oootvindng evidences of the power of this 
novel idea. If those partaking in the various festival per- 
formances did not enter whole-heartedly into the spirit in which 
the idea was conceived, if they took thdr parts in a professiooal 
spirit, simply as an opportunity to exhibit their talents or 
increase their revenues, the playhouse would soon be turned 
into an ordinary theatre or concert hall, and not only its 
reason for enstenoe but, in all Ukdibood, its chances for sue- ! 
cess, would be destroyed. It is, therefore, assumed that great 
artists of Ifae drama, the opera and the concert stage wfll look 
upon Salzburg as a place to which they can escape after the 
season in the ever less idealistic theatres, to devote the summer 
months to renewal of their faith in the highest elements of 
theircaUing. It is proposed to buHd small studios in the suburb 
near the playiiouse and to form a colony for the artists in which 
they may devote themselves wholly to the spirit of their mission 
and to a deeper study of the works of art whidi tliey are to re- 
produce. ThQr are to have this living free, but it is not ex- 
pected that any oflier remuneration will be asked. 

The tocation of Salzburg guarantees that the audience, too, 
will be in a frame of mind quite different from that of the 
ordkiary playgoer. It is equaDy far from Vienna and from 
Munich. It will be unpos^e to hurry on from the city," 
take in a performance and hurry back again. The promoters 
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of the idea will not have their efforts s{)oilcd by the tired busi- 
ness man, pressed for time. The whole plan is arranged on the 
principle that hurry and devotion are deadly enemies. They 
refuse even to make arrangements for a tram-car or any other 
conveyance to reach the clearinti; where the playhouse is to be 
located. On the other hand, they plan an elaborate system of 
well -built walks through the thick forests and hills that sur- 
round the theatre. If the undertaking should prove to be the 
success of which they dream, they hope to build large and com- 
fortable hotels out in the suburbs so as to induce their visitors 
to spend as much time as possible walking through the gardens 
and woods with a view of the glaciers. Thus the evening and 
the festival play will find them in a mood sensitive to the chords 
which the artist would strike upon their souls. 



TV 

It is a regeneration through art of which these men are 
dreamins:. Though it may at first seem fantastic, many of 
Austria's best men have enough faith in it to devote their lives 
to its realization. Throughout Austria there are branches of 
the organization to propagate the idea. Other branches have 
hoea formed in Holland and Scandinavia, and in the larger 
cities of Germany. To the idealists of Central Europe it 
represents a positive and e£fective reaction to the Prussian 
spirit They hope that from it will come throughout Europe 
a strengthening of the kind of faith that filled the century of 
idealism following 1750. 
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IN THE preceding pages I have kept as dosdy as possible 
to a simple narrative of what I saw in Germany. I have 
intentionally refrained from formulating a theory of the 
relation of the German drama to German life since no theo* 
retical fonnulation can describe that relation as vividly as 
the events themselves. The r^id increase in size of the new 
audience in the various drama leagues, the growth of under- 
standing and of intimate appreciation of the drama, die sincere 
and genuine intensity with which the new audience searches 
the drama for answers to the questions of its own life, are 
proof enough of the power whidi tiie German drama wields 
over its audience and of tfie purpose with which the audience 
approaches the drama. All tiie playwrights, critics, du^ctors, 
and even most actors who are working in contact with this 
new audience^ are clearly conscious of its nature and of its 
longing for a clearer hisig^t mto life. 

The purpose of an audience determines Its interpretation of 
the drama and, when that purpose is as strong and prevalent 
as in the drama leagues, it determines also the nature of the 
drama itself as far as it lives within the audience. This audi* 
ence, moreover, and with it the best critics and plajrwri^ts of 
the country, accepts readily the statement that the drama has 
a purpose, provided only that the purpose be a genuine clari- 
fying of that which is most real and most worth while in life. 
At the same time they very quickly and surely distinguish 
from such a purpose the purely superficial, dogmatic moraliz- 
ing as found in many a problem play and thesis play. But 
they turn with equal resentment or else with a plain lack of 
understanding from the theory that the drama has no pur- 
pose, or that the drama because of its purpose to clarify life is 
moral and therefore cannot be artistic Art for art^s sake 

I3« 
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when apfdied to the drama destr(^ the drama for them. 
ItQetzsche expressed this attitude veiy well ia his Twilight 

of tlie Idols ^ 

« Hie fight against puipose in art has alwaj^ been the fight 
ag^dnst the moralizhig tend^icy in art, against subordinating 
art to morality. L'aH pour I* art says: The devil take moral- 
ityl . If the purpose of moralizing and uplift is excluded 
from art, it still does not follow that art has no purpose at 
all, that it has no goal, no meaning, that it is Virrt pow Vart — 
a worm biting its own tail. Better no purpose at all than a 
moral purpose 1 — thus pure passion speahs. A psychologist 
however will ask; What does art do? Does it not praise, 
glorify, select, emphasize? In all this it strengthens or 
weakens certain valuations. — Is this only a by-product, an 
accident, something in which the instinct of the artist does not 
share at aU? Is it not rather the very presupposition for the 
ability of the artist? Is not his deepest instinct directed upon 
art or rather upon the meaning of art, upon life, i^xm the 
desirability of life? Art is the great stunulus to Hfe. How can it 
be interpreted as without purpose or goal, as Vart pour I'artf " 

Of recent German poets Ricfaard Dehmel has studied most 
thoroughly the relation of art to life. He attacks most bitterly 
ihoae who hold to the theory of art for art's sake, who con- 
sciously go into ecstasies over the unconscious." In his auto- 
biography he says of such theorists: ' 

To be sure, they are quite right, these gentlemen of the 
unccmscious. One can live without sense, and die even more 
easily. Knowledge is ' m the last analysis ' nothing but insan- 
ity; art is ' at bottom ' nothing but higher madness; at bottom 
everything everywhere is merely madness; at bottom even mad- 
ness is reasona bl e; at bottom everything amounts to the same 
thing; at bottom there is nothing but animated dirt; at bottom 
every roach is a prodigy, and in naXvety every oix is superior 
to the greatest genius." 

The purpose of getting a deeper Insight into life, of estab- 

» Werke, VIII, p. i3S- 

* CesammeUe Werke, VIII, p. la 
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lishing man's relation to life upon sounder instincts and higher 
ideals has been the stEoogest force in the development of the 
modem German drama. As I have said before^ the real 
Renaissance, its divine, pmre joy in life and hi the world, its 
pkjrfol faith in man as the €enter of life haidly toadied the 
heavier German. Only out of sudi an attitude to life can a 
real "y^^^wc be given to art for art's sake, especially in rela- 
tion to the drama. Only sudi divine unoonoem can create 
man m the fulness of life and put hun into conflict with other 
men for better or for worse. To the emlusion of such a 
Renaissance spirit Germany was absorbed in the Reformat 
tion and in Humanism, in religion, phflosopby and learning, 
llirough these forces came the r^irth of tlie individual in 
Germany. What strength (here is to the German eipression 
of that time is bom of an ovopowering religious fervor. When 
this fervor lost its intensity it grew conventional and dogmatic 
and contentious, and spent its dying strength in the chaotic 
Thirty Years' War. For a long time the German spirit lay 
dormant, and German expression was limited to imitation of 
the more robust spirits of its neighbors, to mere ration- 
alism or to a few flashes from the smoldering religious spirit. 
When Lessing again aroused the German spirit from its 
stupor he was most conscious of his purpose to reinvigor- 
ate German life. Though the German audience was not yet 
able to appreciate his purpose, Lessing attempted to inspire it 
by establishing a national theatre at Hamburg. 

The great characters in Goethe's dramas, Gotz, Faust and 
Iphigeoie, very clearly arise from a desire to form for his 
countr)mien an ever clearer vision of the fundamental forces 
of German life. Without in the least detracting from his fame 
as a pi K t he can very aptly be called the educator of his nation 
in spiritual values. Under Schiller's inlluence Goethi to ik a 
very vital interest in his work as director of the the it re at 
Weimar and the influence this theatre might have upon the 
German audience as a whole. The entire power of Schiller 
lies in the consummjitc force with which he portrayed to his 
people their own highest instincts and ideals. He is the 
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teacher of morality and idealism, the uplifter of Germany, If 
you like. But his moral fervor is so genuine, his contact with 
the people so dose and true and his relation to the fundamental 
spirit of the German Reformation so intimate, that to his people 
he is the greatest of all poets, not excluding Goethe, even 
though he has but a small fraction of Goethe's real creative 
power. 

The Romanticism of the early nineteenth century dogmati- 
cally and palnstakugly avoided all, purpose in art, but It dui 
not produce a single drama that captured the imagination of 
the people. Kleist and Hebbd on the other hand, became 
great figures In the history of the drama, and with great In- 
tensity again devoted themselves to Its fundamental purpose. 
With a feeling more passionate and fervent than that of any 
other German poet Kletst attacked the problem of man and his 
adjustment to society. Hebbel's vivid dramas are swiftly mov- 
ing and deeply probing dialectics liy whldi he tries to solve the 
problem of man's value to the fundamental cultural institu- 
tions. 

In the eigfities of the last century, naturalism agam denied 
all purpose in art, and in its longing to know the mere mech- 
anism of nature, it pretended to deny all purpose in nature also. 
By its emphasis it discovered much in nature that hitherto 
had been neglected. One of these discoveries, however, was 
the dignity of the humblest man, no matter what his fate and 
condition. Out of this resulted a new purpnst^ -And a new ethics, 
or rather the old purpose and old ethics founded upon a new 
and broader faith in man. Tn direct consequence of this new 
faith and of its expression in the new drama the people as a 
whole were educated as never before to 'an appreciation of 
the drama. When naturalism had performed this function 
and had established the dignity of man without reference to 
his social station, the emphasis a?ain shifted to the inner, 
more spiritual forces, and the purpose of the drama to clarify 
the fundamental forces of man received an almost religious 
sanction. This is clearly the purpose of the present-day ex- 
pressionists, who of all German playwrights best represent the 
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spirit that is tiyiog to develop in the drama leagues. When 
they speak to you of their work, whether it be Hauptmann or 
Toller or Komfeld or the extnme Mombert, they disckne 
their purpose very clearly. 

The revolution^ they say, if it is really to accomplish any- 
thing, must build upon a foundation more truthful than the 
old structure, more vitally inherent in the nation. The gaps 
created by the revolution cannot be filled in merely by new 
institutions. Man himself, the inrh'\ idiinl man, must first be 
revolutionized and revitalized. Here lies the work of the 
artist. It is his function, if he is a true artist, to create men, 
men who live a life, real, genuine, strong and joyful. To do 
this the artist must enter into a spiritual struggle with the life 
about him until he can so grasp that which is most powerful 
and genuine in life, that he can give it form in the characters 
which he creates. As the artist succeeds in seeing that which 
is truly vital he rises to the faith and joy in life which make 
his pictures clear and convincing. The truth and clarity of his 
picture of life will bring the individual in the audience into so 
dose a relationship with art that with the characters of the 
drama he will pass tbrougli a process of rebirth. The force 
expressed in the drama wiU remind the hearer of the force in 
himself, and its idmple dignity will give bhn the desue to 
elevate himself througli honest struggle and sunpUdty. 

This simple optunism of the artists has not yet found eipres- 
sion in any one drama powerful enough to be the pathfinder for 
the people, but the spirit of these artists, and of the critics 
and producers iriio are helpmg them, has seised iq)on large 
audiences. It is this whidi makes the work of the drama leagues 
together with that of Wetmar and Salzburg so significant, 
which makes the relation of the audience to the older Ger- 
man drama so inthnate and real, and makes the faith in them- 
selves and in tfaehr nation so genuinely a constructive force. 



Digitized by Google 



INDEX 



Aeschylus, 83 

Anzcngruber, Ludwig, ?4i 78. 7Q. 88 

I'art pour I'art, 1^2 i 
Austria, 134 f 

Bab, Julius, 2i qi 

Bachant, 55 

Bahr, Hermann, z8 

Bavaria, ^ 105 f 

Bavarian National Theatre, ll2 

Bebd, August, 25 

Beer, Max, 

Beethoven, 129 

Berlin theatres, 60 f 

Bismarck, 23 

Bjdmson, Bjdmstjemc, 78. 79, 8& 
Blueber, Hans, 50 
Blumenthal, Oskar, 25 
Bolshevists, 15 f 
Boy Scouts, S8 
Brahm, Otto, ia 
Breuer, Hans, ^ si 
Bruckner, Anton, 125 
Buhnenvolksbund, 93, iiA 
Burschensckaft, 42 

Calderon, 88, 128. 129 
Center Party, q f , 12 L 
Christian art, jxs 
Cologne, 02 

Communists, lii 14 f, 20, tifi 
Constituent Assembly, 2 f, 96 f 
Critics, German dramatic, 61 

Dadaism, 14 f 

Decentralization of Germany, 16 
Dehmcl, Richard, 2i 133 
Democratic Party, VII, 7^ 10, 13 ft 
IS, M 

Deutsches Theater, 6^ Sq 



Dictatorship of Proletariat, ifi 
Dietrich, Wolf, 127 
Dimmler, Hermann, 116 
Dostoievski, 7^ 

Drama League of Berlin, 70. 73 f 
Drama LcaRue of Leipzig, 107 
Drama League of Munich, iii f, 119 f 
Dreyer, Max, 28 

Education, university, 30 f 
Education, workmen's, 25 ^ 
Eisner, Kurt, 88, in. 119 
Entertainment theatres, 63, 68 
Erzbergcr, Matthias, 9, l2 f 
Expressionists, 13 S 

Faculties, German university, ^ f 
Faculties, Gymnasium, 48 f 
Falckenberg, Otto, 121 f 
Faust, 2ii 105 
Fehrenbach, Konstantin, 9 
Fischer, Karl, 52 f 
Food-profiteering, S 
Franck, Hans, 72 
Frederick the Great, 3^ 
Freie Buhne, 24 
Fulda, Ludwig, 28 

German National Theatre, 98! 

Goethe, 23,2i,2L 78. 70. 88. Q6f. 

119. IM 
Goltz, von der, General, 58 

Grillparzer, Franz, 28, 129 
Gurlitt, Ludwig, 4a f 
Gymnasium, German Classical, 48! 

Haenisdi, Konrad, 34 
Halbe, Max, 24i 28 
Hamstering, 6 
Hannover, 

Hardenberg, Karl August von, ai 



138 



INDEX 



Hardt, Ernst, 

Uauptmann, Gerhart, 26 63^ 71, 74, 

22 f. 83 f, La6 
Hebbel, Friednch, 7i. 74. 78. 88. 
Hellbrun, 122 
Herder, 96^ loi 
Herzogimk, 117 
Heyjermans, 78 
Hofbrau, lofl f , 114^ 121 f 
Hormannsthal, Hugo von, SOj laq 
Hohenzollem, 11 
Hollacnder, Max, 62 
Humanism, 134 
Humboldt, Wilhelm von, 

Ibsen, 71, 74^ 2? 
Idealism, German, 2^ 131 
Independent Socialists, i4f, 85 
Internationale, Third, lS 

Jagow, Gottlieb von, 78 
Jansen, Wilhebn, 56 f 
Jena, ips 

Jessner, Leopdd, 6^!, 8^ 
Jews, Ui UA 
Junker, 10 

Kaiser, Georg, 8& 

Kammerspiele in Berlin, 65 

Kammerspiele in Munich, 121 f 

Kant, 22. 33, QS 

Kapp Putsdi, 2i 2i 03 

Karlshorst, i& 

Kayssler, Friedricb, Saf, Sg 

Kestenberg, Leo, 8a 

Kleist, Heinrich von, 71^ 88. 13 «{ 

Komfeld, Paul, 136 

Krauss, Werner, 65 

Kultur, 24 

Laudcner, 88 

Leipzig, 107 
Lenine, 15 

Lessing, 78, 106, ui 134 
Liszt, Franz, X02 
Ludendorff, 2 
Luther, iS^ 22 



^faeterlinck, 47. 78. 8a 

Majority Socialists, 7, pf, 13, 14 f 

Mann, Heinrich, 22 

Mann, Thomas, 26 f 

Marx, Karl, i^f, 41 

Mehring, Franz, 26 

Merz, Alfred, 36. 38 f 

Moiasi, Alexander, 65 

MoUdr, 28 

Mombcrt, Alfred, 1^6 

Moor, Karl, 53 f 

Motion pictures, 62 f , 68 

Mozart, 128. 120 

Munlidi, 22. 25. xopf 

Mystics, 22, 42 

National People's Party, 10 f 
Naturalists, 42» 2i ^35 

Ncstriepke, Siegfried, go 
Nestroy, Johann N., 28 
NieUsdie, Friedrich, 22j, 133 
Noske, Gustav, 2 

Obcrammi-rgau, 116 
Oktoberfest, 12X 
Opera in Berlin, 72 
Orgesch, 100 

Parties, German political, 10 f 

Passion Play, 116 f 

Paulsen, Friedrich, 4a 

People's Party, 11 f 

Plenge, Professor, 45 

Poelzig, Hans, 122 

Potsdam, 48^ uS 

Preuss, Hugo, 2 

Prktzregentent heater, 112, up 

Prussia, dismemberment of, i6j 109 

Prussianism, 23 f , 48 f 

Reformation, iS^ 22^ 134 

Reichstag, q^mi 

Reinhardt, Max, 64 f, 80, 82^ 129 f 
Renaissance, 18, 134 
Residenx-T heater, 
Revolution, the German, 2 f» Q6 
Revolution of 1848, 30, 46, S4i iflfi 
Revolutionary art, zij 



f 



INDEX 



139 



Rolland, Romain, ^ 
Romantidsm, 13S 
Ruhr, 2 
Russia, 15^ 40 

Salzburg, 126 £ 
Sasscnbach, ^ 
Saxony, 2 

Schauspidhaus, Grosses, ^ f, 12^ 

Scheid, Richard, 1x1 

Scliiller, 2^ 2L 24i 2^ §^ 2^f, 120. 

Schnitzler, Arthur, 2S 
Schopenhauer, Arthur, 22 
Schubert, Franz, 123 
Scburz, Karl, ^ 
Shakespeare, jv, 78, 83. 88, 12& 
Shaw, Bernard, 28 
Silesia, Upper, g 
Socialists, if, i^f, 25, 34 
Sorma, Agnes, 8a 
Star System 6& 
State theatres, 69 f, 118 f 
Stein, Heinrich von, 23 
StegUtz, 48 £ 
Stinnes, Hugo, 9 £, u £, 
Storm and Stress, iB 
Strauss, Richard, 8a, 129 
Strindberg, August, 71, 78, 83, SS 
Students, German, f 
Sudennann, Hermann, 63, 72, 74, is, 
28 

Toller, Ernst, 25^ 136 
Tolstoy, 24 

Thirty Years' War, loi^ 
Thuringia, q8 £ 
Traveling Scholar, 53 f 
Treaty o£ Versailles, 8, lo 



Treitschke, Heinrich von, 33 
Troeltscb, Ernst, i6f, 34 

Union o£ German Drama Leagues, 

QO f 

Universities, German, 30 £ 
University of Berlin, 36 
University of Cologne, 36 
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University of Hamburg, 45 
University of Miinster, 35^ 41 

Verhaeren, Emiie, 42 

Viebig, Clara, So 

Vienna, 125 

Volksbiihne, &i f 

Volksbiihne, Freie, 25 f 

Volksbiihne, Neue Freie, T^j l^i 

Wagner, Richard, 2I1 lifl 
Wandervosel, 48 f 
Wandenjogd, Deutscher Bund, ^2^ 
Weber, Max, 24 

Wedekind, Frank, 2ij 80, 88^ 113 
Weimar, qs f 
Westphalia, 45 
Wilde, Oscar, 28 
Wille, Bruno, 24 f 
Wirth, Dr., 13 
Witkowski, Georg, 58 
Wittelsbach, House of, 11, 109 
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Zeiss, Karl, m, 118 f 
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ESSAYS IN BIBLICAL 
INTERPRETATION 

By HENRY PRESERVED SMITH 

CAVENFORZ PKOFESSOR OP HEBREW AND THE COGNAIB LA24GUAGES 
IN UNION XHiiOLOGiaU. bi^MlN^VKY 

These essa3r8 by a weU-known scholar whose "Old Testament Ifis- 
tory" is a standard work, treat, in chnmologit^l order, the various 
ways in which men ]iave attempted to explain the meaning of the 
Old Testament Price $2,fio, postage ic cents 



PARTIES AND PARTY LEADERS 

By ANSON DANIEL MORSE 

LATE PROFESSOR OF HISTORY IN AMiLERST COLLEGE 

WUk an InkrodncHon by Dwigbt Whuney Mosbow 

A collection of the best political essays of a singula] Iv clearminded 
and unbiassed analyst of American institutions. lliUierto scattered 
in various paiodicabi these papers are now brought together into a 
volmne which covets, in a notably dear and impartial way, the his- 
tory of our politics down to 1914. 

RxA0y IN 1922. Price $2»$o, posiage to emts 



GERMANY IN TRAVAIL 

By OTTO MANTIIEY ZORN 

PSOPESSOK OF GERMAN IN AMHERST COLLEGE 

Recent observatioiis of the spiritual oonditiQiis In Geimany fay a 
student of Uteiatiue. Price $2M>, postage to cents 

MARSHALL JONES COMPANY, PUBLISHERS 
212 SmwsR 8TKSBT BOSTON, MASS. 
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In connection with the celebntion of her one hundredth anniver- 
sary, Amherst College began the publication of a series of volumes, 
written by Amherst men, to be known as The Amherst Books. They 
deal imply and clearly with matters and problems of significance 
and art? addressed primarily, not to the expert and sperirdi^t, but to 
the general intelligent public. The list of volumes published and 
in mepaiation follows. 

THE LIBERAL COLLEGE 

By ALEXANDER MEIKLEJOHN 

PSESIDENT OF AMHERST COLLEGE 

A fcank and thorough discussion of the fundamental problems of 
coU^e education and of the function which the college should fulfill 
in American life and thought. The topics discussed are arran^^r^^d 
under four general luadings: The Determining Purpose, The Par- 
ticipants m the Process, Discussions in Educational Theory and The 
Curriculum. Price $2.50, postage 10 cents 

THE LIFE INDliliD 

By JOHN FRANKLIN GENUNG 

lAIS PIOI1880K OF BZBUCAL AND UnEBA&T IMTE8FBSIA1I0N 

The matured and genial philosophy of a much loved teacher who 
was widely recognized as a direwd icfaolar in tbe fidds of literature 
and idjgkm. All llie diaiacteristic qualitieB of mind, levealed 
hitherto in his ffaetocic, in his studies of Hebiew literatnre and in 
bis inteqNWtntibiis of ^igliah poefs, are heie bfoag^t into play to 
baSd up a i^tematic design of the only aott of life to him worth 
living, a life founded on th« BiUe, his "great textbook of life." 

Price $3M>, postage 10 cents 
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